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utilizes idle floor space 


Several small rooms quickly converted into 
one large assembly hall 


“Quality leaves 
its imprint” 


R-W Compound Key Veneered 
Doors have laminated stile and 
rail core construction. Extra 
heavy sawed veneer ts applied 
by the erclusive tongue and 
groove method. The result is a 
combination of beauty and 
sturdiness that lasts for decades, 
free from warping, swelling, 
shrinking, elc. 


Additional space for extra large 
gatherings is a frequent and 
urgent need in churches, com- 
munity centers, auditoriums, 
lodge halls and clubs. But the 
cost of idle floor space prevents re- 
serving a room exclusively for such 
occasions. Several smaller rooms 
must be thrown into a single large 
assembly hall. 

This problem is adequately met 
by R-W FoldeR-Way partition 


New York . 


“A Hanger for any Door that Slides 


- AURORA, ILLINOIS, U.S.A. 


door equipment, engineered to 
fill any and all requirements. 
Rapid, noiseless operation of the 
doors was an essential feature 
specified by the architect of the 
Denver Y.W.C.A. FoldeR-Way 
filled the bill with complete satis- 
faction, as illustrated. Perfect 
alignment and smooth, silent, 
easy moving, trouble-free opera- 
tion are assured by FoldeR-Way. 
Write for R-W Catalog No. 43. 


G 
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Winnipeg 


Botlom rotler for 

FoldeR-Way 

doors, beautiful 

brass finish or dull 
black. 
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A 


FACTORY BUILDING) 


N ATCO Double Shell Face Tile is the logical 

choice for any structure where attrac- 
tiveness, permanence, and comfort must be 
combined with economy, and is extensively 
and successfully used for residences, schools, 
garages, factories, warehouses, gas stations, 
and similar structures. 


Load Bearing, it provides the most economical 
form of masonry construction. Each tile 
laid forms a section of an insulated, mois- 
ture-resisting wall, with a glazed textured 
or combed exterior face. Upkeep is negligible, 
as the tile does not discolor, disintegrate, or 
weather. Painting and similar maintenance 
is entirely eliminated. 


NATCO GLAZED TEX-TILE has a texture 
face resembling a high quality tapestry brick, 
and is furnished in rich brownish shades. 


HS THE COMPLETE LINE of 


“SWEETS” 


TURN 


The inside face is scored for plaster. Fur- 
nished in 8" thickness only. 


NATCO GLAZED COMBED FACE TILE has 
an exterior scratched or combed face, and a 
$lazed smooth, sanitary, easily cleaned in- 
terior surface. It is furnished in 6" and 8" 
thicknesses. 


Each Natco Face Tile unit has a 5"x12" face, 
and is equivalent in volume to six brick. 
Accessory shapes for sills, jambs, and so on 
are provided. Easily and quickly laid, it effects 
considerable savings in labor and material 
costs, is an ideal material in its field. 


NATIONAL FIRE: PR@FING:COMPANY 


General Offices; Fulton Building, Pittsburgh, Pa. 


fices: New York, Chanin Bldg; Ch go, B 
Phila Title Bldg; e Bldg. 


i 
In Canada: National Fire Proofing Co. of Canada, Ltd., 
‘oronto, Ontario 


WRITE 
NATCO 
FACE TILE 
INTO THE 

SPECIFICATIONS 


NATCO 


uilders Bldg; 


STRUCTURAL CLAY TILE 
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 INAIRID 


is not... just another 
AIR VALVE 


Features Found Only in the 
IN-AIRID 
Complete Venting 


All working parts located within the radiator—air traps 
entirely eliminated—insured full efficiency for the radiator. 


Cannot Be Stolen 


Can't be tampered with or turned upside down to prevent 
operation. 


Entirely Invisible 


Completely concealed—adds to the appearance of the radiator. 


T Architect looking for improved appliances to add to the 
comfort and convenience of his client will want to specify the 
New In-Airid on every one-pipe steam job. 


The In-Airid is not just another air valve. It is designed to meet a 
new problem which has arisen with the recent standardization on 
water-for-steam radiation. When this new radiation is used on one- 
pipe steam there is a tendency for the steam to short circuit across 
the top openings and close the air valve before all of the air has 
been vented. This traps a quantity of air which considerably reduces 
the heat output of the radiator. 

The In-Airid is the only successful solution to this problem. Pro- 
tect yourself against complaints and embarassment by specifying 
them on all of your one-pipe steam jobs. 

In-Airid No. 1 for steam. In-Airid No. 2 for Vaccum. 


For replacement work on old-style steam radiation use the 
FAMOUS AIRID No. 500 or VAC-AIRID No. 510. 


AMERICAN RADIATOR COMPANY 


Makers of a complete line of QUALITY Heating Accessories 


AIRID AND VAC-AIRID AIR VALVES ~ ARCO PACKLESS VALVES FOR STEAM, WATER OR VACUUM 
MERCOID CONTROLS * ARCO DAMPER REGULATORS * ARCO TANK REGULATORS 
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RAYMOND 


IRTUALLY a one-piece pile—that is the 
result obtained by the Raymond Method of 
joining the timber to the concrete in this type 
of Lo-n-g pile. It is as perfect in the ground as 
on paper, as this cut-away section demonstrates. 


RAYMOND CONCRETE PILE COMPANY 


NEW YORK: 140 Cedar St. CHICAGO: 111 West Monroe St. 
Raymond Concrete Pile Co., Ltd., Montreal, Canada 


ATLANTA BUFFALO DETROIT LOS ANGELES PHILADELPHIA SAN FRANCISCO WASHINGTON, D. C. 
BALTIMORE CHICAGO HOUSTON MIAMI PITTSBURGH ST. LOUIS LONDON, ENGLAND 
BOSTON CLEVELAND KANSAS CITY MILWAUKEE PORTLAND ST. PAUL HONG KONG, CHINA 


BUILDING FOUNDATIONS 
BULKHEADS AND DOCKS 
UNDERPINNING ETC. 

BRIDGES., 


CAST IN PLACE PILES 
COMPOSITE PILES 
PRECAST PILES 
PIPE PILES 


A form tor every pile 
Apile for every purpos 
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If the First Cost 


is too low -- the 
Final Cost will 


be too high 


Any maker can build a low priced boiler. But 
to do so, he must take something out of it— 
something that lessens the boiler’s life, and 
decreases its efficiency. 


So that any saving on the 
purchase price is soon swallowed 
up by the higher fuel and upkeep 
costs. 


Kewanee Boilers are built (of steel, 
riveted) according to designs and spec- 
ifications which 50 years of building 
have proved are right. And they are 
priced fair enough to permit putting 
into them the necessary quality of steel 
and quantity of rivets for husky joints 
to stand the gaff of many years hard 
service. 


ANEE 


OILERS 


Hence in building from the boiler up the user of a 
Kewanee can rely on many extra years of “service”, 
plus a fuel saving during every year of its life. 


KEWANEE BOILER CORPORATION 


Kewanee, Ill. Branches in Principal Cities 


Small Mesh 
STEEL LATH 


«Makes Good Plastering 
Cost Less” 


Back of the architect’s wide-spread use of 
KNO-BURN JR. is strong, cogent reasoning. 
q His trained brain instantly recognizes the 
advantages accruing from the larger number of 
“locking keys" afforded by the small mesh. He 
immediately concedes the desirability of having 


all the reinforcing qualities of the steel made 
“active.” And he is very glad indeed to secure 
for his client the saving in plastering costs re- 
sulting from the labor and material economies 
of this remarkable and truly _ 
scientific base. @ Since the l 
quality of the plastering on 


Ask us for 


and 


Circulars. 


| 

1 

mples || 
eminently satisfactory, he i 
i 


D 

1 

= | 

this small meshed lath is so | 
[ 

[ 

f 


hardly needs our suggestion. 


NORTH WESTERN 
EXPANDED METAL CO. 


1234 OLD COLONY BLDG. 
CHICAGO 
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AND THE FLOORS IN THE GYMS ARE 
BLOX-ON-END 


" 


HE Central Continuation 

School, Milwaukee, is another 
of the finer type schools floored 
with Bloxonend. The architects, 
Van Ryn & DeGelleke, nationally 
known school specialists of that 
city, specified 12,000 sq. ft. of Blox- 
onend for the Boys’ and Girls’ 
Gymnasiums. 


The hazard of splinters—ever 
present in ordinary wood flooring 
—is eliminated when Bloxonend is 
used. The tough end-grain forms 
the wearing surface. This surface 
(2' in. thick) is firm and fast, yet 
affords cushion-like resiliency. It 
is handsome, noiseless, lasts a life- 
time, stays smooth and provides 
satisfactory anchorage for appa- 
ratus and machines. Write for 


Bloxonend is being specified for 
gymnasiums and shops by nearly 
all leading school architects be- 
cause it meets the requirements of 
their clients. 


specifications, descriptive litera- 


ture and sample. 


CARTER BLOXONEND FLOORING CO. 
KANSAS CITY, MISSOURI 
Branch Offices in Principal Cities 


BLOX- -END 


FLO ORI NG Lays Smooth 


Stays S 

Bloxonend is made of Southern Pine tays mooth 
with the tough end grain up. It comes 

in 8 ft. lengths with the blocks dove- 
tailed endwise onto baseboards 
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OUR PRIDE IN 


Right, two views of the Van 
Kitchen in the Jefferson 
Hotel, St. Louis, Mo. The 
quality which parent 
in its appearance is deep- 
rooted in every piece. Its 
calibre is safeguarded at 
every point. Itisa pleasure 
to point to such a kitchen as 
a typical Van creation. 


Teich & Sullivan 
Architects 


WILL BE YOURS 


Chiselling cold metal 
down to the thousandth 
fractionof aninchwith 
special machinery is 
one of the infinitely 
varied operations in 
the great Van Factory. 
No detail is too small 
for the most exacting 
care. 
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MANUFACTURE 


IN OWNERSHIP 


The Great 
VAN FACTORY, 
The largest of 
its kind 


Van Craftsmen Painstakingly Build into Van 
Equipment All the Features that Will Make 
You Value It for Years to Come 


To those who believe there is no sentiment in 
modern business we would suggesta trip through 
the Van Factory. Here they will find men who 
lavish upon their handiwork the same infinite 
care, patience and pride that an architect de- 
votes to his plans, or an engineer to his calcu- 
lations. This pride is personal with every man, 
and is instinct in the spirit of the entire organ- 
ization. Fach year for more than seventy years 
Van Craftsmen have sought to build equip- 
ment that was finer than any that had been 
builtbefore. Experiments have been conducted, 
tests have been made, production re-organized 
so that Van Equipment would be even better 


i2 


ATLANTA 
CLEVELAND 


he John Van Range G 
EI TETTE 


and its cost lower, so that the pride of every user 
would continue to be our best advertisement. 


We can invite you to try Van Equipment in 
any manner you select, under any conditions 
that you choose. We can invite you to ask one 
user ora thousand for opinions. We can suggest 
Van Equipment for the finest kitchen that 
has yet been planned, or the simplest that one 
can conceive. We can do these things with 
honest regard for our handiwork—for we 
know whatwe have produced, know the results 
of your experiments, and anticipate your con- 
tinued pleasure for year after year after year. 


DALLAS 
NEW ORLEANS 


DIVISION OF ALBERT PICK-BARTH COMPANY, INC. 


Chicago Sales Office 
1200 West 35th Street 


Detroit Sales Office 
180 East Larned Street 


New York Sales Office 
38 Cooper Square 


Cincinnati Sales Office 
Oakley 
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Twofold. 


endorsement 


Handsomely endorsed both for its 
architecture and construction de- 
tails, Salmon Tower is also to be 
commended for the foresight of 
the designers that called for the 


installation of a Jennings Vacuum 


Heating Pump—a foresight that 
has enabled the heating system 
to serve the building occupants 
quickly, comfortably, healthfully- 


Salmon Tower Building, New York, N. Y. York 
& Sawyer, architects; Clyde R. Place, consulting 
heating engineer; W. G. Cornell Co., heating 
contractors ; C. T. Willis, Inc., builder. 


ow ow ow 


Jennings Return Line Vacuum Steam Heating 
Pump, size F-40, two of which are installed in 
Po Salmon Tower. 

"T LIU f 


THE NASH ENGINEERING CO 


Jennings Pumps 


12 WILSON ROAD, SOUTH NORWALK, 
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Flexible - - - reliable - - - thas lighting protection 


2S 


Specify it to SAFEGUARD buildings 
where the public assembles . 


ODERN specifications for 
schools, hospitals, theatres, 
churches, public buildings, include 
emergency lighting. Lights must 
continue to burn even though nor- 
mal current is interrupted in any 
building where the public gathers. 
Consider, for example, an audi- 
torium packed with people. Sud- 
den darkness might involve serious 
consequences. That is why so many 
architects are specifying Exide 
Emergency Batteries as a necessary 
safeguard. 

The various needs in lighting 
protection call for emergency 
lighting that is flex- 
ible and absolutely 
reliable. 


"i 


THE ELECTRIC STORAGE BATTERY COMPANY, 


Exide Batteries of Canada, Limited, Toronto 


The wide range of Exide Emer- 
gency Lighting Battery sizes makes 
them adaptable to any plan. The 
devices necessary to control and 
charge them are extremely simple, 
and automatic in operation. 

For forty-one years Exide has 
been building storage batteries for 
every purpose. This long experi- 
ence is very evident in these de- 
sirable qualities of the Exide 
Emergency Lighting Battery: (1) 
absolute power reliability, (2) long 
life, (3) freedom from trouble, (4) 
moderate initial cost, (5) low oper- 
ating cost. Experienced Exide rep- 
resentative will be glad to consult 
with you. This entails no obliga- 
tion. A letter will bring him. 


Goodbart Hall, the new auditorium of 

Bryn Mawr College, Bryn Mawr, 

Penna., protected by Exide Emergency 

Lighting Battery. Mellor & Meigs, 
Phila., Architects, 


Control Panel and 6o-cell Exide Bat- 
tery at Goodbart Hall. 


Exide 


EMERGENCY LIGHTING 
BATTERIES 


Philadelphia 


If economy in temperature control 
means anything at all to you, it 
should mean YORK Refrigeration 
and the advice of YORK engineers. 


Just a letter—and a YORK 
engineer is on the job 


YORK 


ICE MACHINERY CORPORATION 


u— ue 
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Use 482% Hess Fuel 


“The two Heggie-Simplex Boilers in our buildings at 
Armour Blvd. and Campbell St. are two years old and 
have given perfect satisfaction in every way. 

“These two boilers are overloaded to the extent of 


some 750 feet of radiation, but have carried the load 
at 12 degrees below zero with apparent ease. 

“On checking the consumption of fuel oil based on 
number of feet of radiation, also type of building, fig- 
ured ona comparative basis with other makesof boilers, 
we find that Heggie-Simplex is more economical.”’* 


C. O. Jones Building Co., Kansas City, Mo. 
By N. W. Duff 


*A recent check showed that the owner's oil bill for heating these twin 
apartment buildings has averaged per square foot of radiation only 7.8c. 


The owner advises us that the cost of heating another apartment 
building of the same type, using another make of steel boiler with an 
oil burner similar to that used in the Heggie-Simplex boilers, has 
averaged per square foot of radiation 14.9c. 


Heggie-Simplex engineers can show you also how to obtain impor- 
tant savings in heating costs, Ask for one to call. Heggie-Simplex 
Boiler Co., Joliet, Illinois. Representatives in principal cities. 
Telephone and address listed under “Heggie-Simplex Boilers.” 


HEGGIF-SIMPI EX 


STEER HEATING BOILERS 
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NNi ldech Roof 


Insulated and Waterproofed 


4RUSCON 


rrobord 


TRADEMARK REG. & PAT. APPLIED FOR 


Here is a quality Steeldeck roof furnished in six-inch 
wide, easily handled units of any desired length. The 
Ferrobord units interlock along the sides, forming 
rigid reinforcing ribs and a smooth un- 
broken surface free from perforations. 


Furnished in 18 and 20 gauge and two 
depths of ribs, Ferrobord Steeldecks are 
economical for all practical roof 
loads or purlin secte, and are 
adapted to any shape of roof for 
any building. They provide a 
light-weight, permanent, firesafe 
roof, quickly in- 
stalled at econom- 
ical cost. Write for 


INGOT IRON full information. 


Truscon Steeldeck Roofs 
also include I-Plate and 
Ferrodeck types to meet 
requirement of new roofs 
and replacement. 


TRUSCON STEEL COMPANY 
Youngstown, Ohio 
STEELDECK DIVISION 
Sales and Engineering Offices in Principal Cities 
"Trussed Concrete Steel Co. of Canada, Ltd. 
Walkerville, Ontario 
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Steel Joist 


Jor Light Occupancy Buildings 


4RUSCON 
NAILER JOISTS 


PAT. APPLIED FOR 


Permanent construction for homes, apartments, stores and other light-occupancy buildings 
at a cost comparable to wood is now available with Truscon Nailer Joists. 


Wood flooring is nailed directly to the wood strips attached to the joists. Of the same supe- 
rior design as Truscon Open Truss Joists, Nailer Joists provide unusual strength and permit 
passage of pipes in any direction through the floor. Being completely and accurately fabri- 
cated in the Truscon plant, Nailer Joists are easily 
and quickly installed without cutting or fitting. With 
a plastered metal lath ceiling the construction has a 


substantial degree 
of fire-resistance. 
Write for sugges- 
tionsandliterature. 


Truscon Steel Joists also 

include O-T (Open Truss) 

and P-G (Plate Girder) types 

used with concrete floor 
slab above. 


TRUSCON STEEL COMPANY 
Youngstown, Ohio 
STEEL JOIST DIVISION 
Sales and Engineering Offices in Principal Cities 
Trussed Conerete Steel Co. of Canada, Ltd. 
Walkerville, Ontario 
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10, 15 or 20 years! 
Genasco Trinidad Bonded Roofing 


To you—and to your clients, we wish to announce that we are pre- 
pared to offer a line of Genasco Trinidad Bonded Roofing, backed by a 
surety bond issued by The United States Fidelity and Guaranty Company, 
Baltimore, Maryland. 

What does this mean to you—to your clients? Just this. You can now 
specify a Genasco Trinidad Bonded Roofing and it will be guaranteed, 
depending on the type of construction, for a period of years . . . ten 
years ... fifteen years... or twenty years. . . after the roof is applied 
you can forget it. 

Genasco Trinidad Bonded Roofings are applied by Genasco approved 
roofing contractors who are experts in applying our roofings in accord- 
ance with the specifications. 

There is a Genasco Trinidad Bonded Roofing for every type of build- 
ing—a roof for flat or steep roofs—a roof for use over boards, concrete, 
gypsum or tile. 

Genasco Trinidad Bonded Roofings, made with alternate layers of 
Trinidad Lake Roofing Asphalt—nature's own waterproofer—and layers 
of Genasco all-rag felt, now include the following: 


Genasco Trinidad 20-year Bonded Roofing with slag, crushed 
stone or gravel surfacing. Class A Underwriters’ Laboratories Clas- 
sification—guaranteed twenty years by The United States Fidelity and 
Guaranty Company, Baltimore, Maryland. 

Genasco Trinidad 15-year Bonded Roofing with slag, crushed stone 
or gravel surfacing. Class A Underwriters’ Laboratories Classifica- 
tion—guaranteed fifteen years by The United States Fidelity and 
Guaranty Company, Baltimore, Maryland. 

Genasco Trinidad 10-year Bonded Roofing with smooth surface. 
Guaranteed ten years by The United States Fidelity and Guaranty 
Company, Baltimore, Maryland. 

Our Engineering Department will be glad to work with you on any of your 
roofing problems—will be glad to give you their opinion as to the best type of 
roof for any type of building you have on your boards. 


The Barber Asphalt Company 


New York, Chicago, Pittsburgh, PHILADELPHIA, St. Louis, Kansas City, San Francisco 


Reg. U. S. Pat. Off 


Genasco 
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() micron 


Overnight, Omicron 
has antiquated all 
outstanding specifi- 
cations for hardened 
concrete floors. 


Bes the closed doorsofresearch 
laboratories are enacted stories more 
dramatic than many which are staged 
in our theaters—stories involving 


high hopes and heart-breaking disap- 
pointments, long hours of separation, 
sacrifices and even personal danger 
and—occasionally—the transcending 
thrill of achievement. 


The lay world knows little or noth- 
ing of these dramas—it sees only 
the final contribution and is unaware 
of the romance and excitement of all 
that has preceded it. 


For nine years such a drama has 
been under way in the Research 
Laboratories of The Master Builders 
Company. For nine years Master 
Builders chemists and engineers have 
been searching for something which, 
they realized from the very outset, 
might never exist except in their 
imaginations. 

The culmination of this nine-year 
drama came two years ago —in the 
creation of Omicron. 

The unknownsomething for which 
they searched was an ingredient for 
concrete that would answer the ques 
tion which, for years, the leading 


ae a dl tL 


minds in the construction industry 


have been asking. 


“How can we check the disintegra- 
tion constantly taking place in all 
concrete structures because of the 
insidious action of corrosive agents, 
which, in the case of floors, prepares 
the wearing surface for untimely 
destruction by the abrasive wear of 
industrial and commercial traffic?” 


The contribution they ultimately 
made to construction science is Omi- 
cron—a new ingredient impalpably 
fine and of itself inert, which in 
combination with Portland Cement 
activates new and permanent combi- 
nations with the soluble elements, and 
indicates important beneficial changes 
in the colloidal structure. Omicron es- 
tablishes wholly newstandardsofcom- 
pression strengths, tensile strengths, 
and resistance to corrosive acid and 


alkali conditions. 


What Omicron accomplishes,what 
Master Builders Metallic Hardner 
plus Omicron now makes possible in 
concrete floor construction is told in 
specific detail on the two pages im- 
mediately following. These describe 
the new Hardner, Metalicron. 


Wu J. 


HARDEN ED #33: CONCR 


"ps Construction Industry has acknowledged the capacity of con- 
crete floors armored by the use of Master Builders Metallic Hardner 
to resist to a high degree the abrasive wear of modern traffic. The great 
value of this tough, ductile aggregate to floors bearing heavy industrial 
trucking has been established by twenty years of service for building 
owners the world over. 


Yet there has been a need — recognized and voiced by authorities in 
the building field — for some check to the "wear" that is not abrasive 
but in many instances equally as serious—disintegration. Scientific 
research has responded with Omicron. 


Now, to Metallic Hardner with all its advantages, is added still 
greater strength and its physical powers are supplemented by the new 
chemical reaction that checks disintegra- 
tion. That the discovery of Omicron and 
subsequent development of Metalicron 
mean greatly increased permanence for 
concrete in its manifold applications, 
and to concrete floors in all types of serv- 
ice, is clearly seen in the reports on tests of 
its strength and resistance to corrosion. 


New Strength 
The increased compression strength of 
Metalicron concrete is reported by the 
Pittsburgh Testing Laboratories, Test 
No. 62951, and indicated by the graph. 


bearsno abrasive Note the great contribution to physical 
traffic whatever, strength made by Master Builders Metal- 
pets eiii i à lic Hardner; at the same time note the 
our" —Why? ae © J still further increase with Metalicron. 


POUNDS PER SQUARE INCH 
k I 


Photograph of a 
actual floor tha 


COMPRESSION STRENGTH 


HARDENE 


TRIAL FLOORS 
OMICRON 


New Resistance to Corrosive Acids and Alkalies 
Of even greater significance is the protection Metalicron affords 
against the weakening action of corrosive solutions present to a degree 
on all floors which quickly sap the strength of ordinary concrete, as 
indicated by the graph at the right. 


TENSILE STRENGTH 

AFTER 21 DAYS IN ACID AND ALKALI 
A-METALICRON 
B-PLAIN CEMENT 


A New Standard of Permanence 
That the demand for longer-lived con- 
crete floors would be met when the in- 
sidious unseen damage by disintegration 
could be checked has been the conviction 
of the authorities in the construction in- 
dustry for years. The solution was in- 
evitable; that it has been reached by those 
who pioneered “hardened concrete floors" 
two decades ago and who have ever since 
remained the leaders in the development 
of better concrete floors is logical. 


sauanit 


American Industry and Commerce 
today are floor conscious. They recognize 
the floors as the bearings on whicha 
business runs, and consequently are de- 
manding the utmost in floor permanence 


POUNDS Pan 
|] 


and serviceability. 


By the perfection of Metalicron the 
service-life of concrete floors has been 
lengthened to a new span; the value of 
floor investments has been pushed up to 
a "new high." 


TENSILE STRENGTH 


Send for this 28- 
page book that 
tells how to check 
bothabrasiveand 
corrosive wear. 


S 
Qu d 
ENED 235% CONCRETE 


HE new standard in industrial floor values created by Metalicron is attended 
by an equally great contribution to commercial and residential floor life as 
Omicron is made a basic constituent of Master Builders’ other Integral Hardeners. 


COLORMIX „ot 


+r’ 


In this era of color the combination 
of Omicron and Colormix marks the 
third step toward an ideal—the perfect 
colored concrete floor. 

First, came the Colormix principle of 
the gauging water dye—color in an 
integrally hardened, waterproofed con- 
crete floor. 

Second, came Stainproof, the protec- 
tive coating that preserves the strength 


and beauty of new Colormix floors, 
during the curing period. 

And third,Colormix plus Omicron has 
added new strength and still greater life 
= colored = for E ied 

ives, pools, roof gardens, porches, an 
decorative floors. 'These now have the 
fullest measure of protection from that 
corrosive wear to which all concrete 
surfaces are subjected. 


m — TTX o 


Mastermix, the veteran integral hard- 
ener of them all, also adds to its prestige 
with Omicron. Having already made a 
name for itself for floors bearing light 
industrial, general commercial and 
heavy foot traffic, now Mastermix plus 


Omicron gives such floors greater tensile 
and compressive strength, improved 
workability that insures the perfect 
surface, and the protection from corro- 
sive disintegration that only Omicron 
can give. 


LÀ 2 7 Y 


And so with the announcement of Omicron and its incorporation in Master Builders 
Concrete Floor Hardeners, the Master Builders Company has passed another milestone. 
'The first, the invention of Master Builders Metallic Hardner, inaugurated a new era in 
concrete wearing surfaces. 

The latest milestone, Omicron, even more startling and farreaching, antiquates all pre- 
vious and pene hardeners and establishes a new standard of permanence, durability and 
economy for concrete floors of all types everywhere. 


THE MASTER BUILDERS COMPANY, Cleveland, Ohio 


MANUFACTURERS OF 
Metalicron + Colormix + Master Mix » Dycrome » Stainproof 7 Saniseal 


W'aterproofings, Dampproofings and Allied Technical Materials 
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Allerton House, 701 N. Michigan Ave., Chicago 
W. W. Dwyer, General Manager 


| HE new 25-story Allerton House 
(Chicago) is equipped throughout 


with RCA Centralized Radio. 


In every living room there is an RCA 
Loudspeaker connected with the central 
receiving apparatus, which picks up 
three radio broadcast programs simul- 
taneously from a suitable antenna sys- 
tem on the roof. 


By turning a switch on the loudspeaker 
panel set in the wall, the guest may 
choose whichever program he prefers, 
and turn instantly from one program to 
another. 


RCA Centralized Radio is being adopted 
by hotel and apartment house builders 
as necessary equipment in modern resi- 
dence construction. It is available in 
two principal forms: 


1 Asingleantenna connected with a dis- 
tribution system to radio receivers in 


RADIO 


Chicago, Illinois 
100 West Monroe Street 


CORPORATION 


Atlanta, Georgia 
101 Marietta Street 
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rooms throughout the building. Asmany 
as 80 radio sets of different makes can 
be independently operated from this 
common antenna, by plugging into wall 
outlets—and far more satisfactorily than 
by the use of individual antennae. 
Additional central antennae may be in- 
stalled, if required, for additional groups 
of 80 receivers. 


2 Centralized radio receiving equip- 
ment to distribute broadcast programs to 
as many as 3000 rooms throughout a 
building. Equipment may be installed 
to transmit a single program, or to make 
available the choice of programs from 
two, three or four broadcasting stations. 


The first method is ideally adapted for 
apartment houses, dormitories, office 
buildings, etc., where tenants desire to 
have their own receiving sets. It does 


OF 
261 Fifth Avenue, New York City 


Dallas, Texas 


Santa Fe Bldg., Unit No. 1 


ALLERTON House 


(CHICAGO) 


adopts the new 


RCA 


CENTRALIZED RADIO 


away with the unsightly multiplicity of 
individual aerials, and the inconveni- 
ence of connecting them with distant 
rooms. 


The second method is particularly de- 
signed for hotels, hospitals, sanitariums, 
schools, passenger ships, etc., where 
transient occupants of rooms may en- 
joy radio programs from loudspeakers 
or headsets, all operated from a central 
receiving instrument. 


Descriptive pamphlets of these two sys- 
tems, and of the special apparatus de- 
signed for them, are available for archi- 
tects, builders and building owners. 


The Engineering Products Division, 
Radio Corporation of America, at any 
District Office named below, will answer 
inquiries, and prepare plans and esti- 
mates for installations of any size. 


AMERICA 


San Francisco, California 
235 Montgomery Street 


SINCE 1879...THE WORLD'S 
PIONEER MANUFACTURER 
OF LAUNDRY MACHINERY 


: 
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washers " ? 


Let Troy Architects’ Advisory Service belp 
you solve this and other problems in 
planning institutional laundries. 


A’ EVERY stage in the plan- 
ning of an institutional 
laundry, it is necessary to 
decide a number of important 
questions. How, for example, is 
the linen to be handled in the 
wash room—by a single washer 
of large capacity—or by several 
smaller units capable of washing 
the same total poundage? 


The correct answer depends on 
several factors, such as the ratio 
of the average daily amount of 
linen laundered to the maximum 
quantity to be expected in emer- 
gencies. What kinds of linen, 
wearing apparel and other wash- 


able articles must be considered? 
How is the washing to be done? 
How badly is the linen soiled? 
What is the specific character of 
the soil? What power isavailable? 
What provision must be made 
for future expansion? 


As an aid to the architect in 
solving these and innumerable 
other questions, Troy offers the 
TROY ARCHITECTS’ ADVISORY 
SERVICE in planning, laying out, 
and preparing specifications and 
estimates for laundry equipment 
in any type and size of institution. 
This service is rendered without 
cost or obligation. Feel free to 
take advantage of it. 


TROY LAUNDRY MACHINERY COMPANY, INC. 


Chicago * 


New York City > San Francisco ~ Seattle » Boston * Los Angeles 


JAMES ARMSTRONG & CO., Lid., European Agents: London, Paris, Amsterdam, Oslo 
Factories: East Moline, Ill., U.S.A. 


TROY 


LAUNDRY MACHINERY 
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Partial view of Hahnemann 
Hospital kitchens, showing 
Monel Metal equipment in- 
stalled by THE VICTOR V. 
CLAD CO., Philadelphia, Pa. 


For 
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5 $ Food Service Equipment 


One of the operating rooms of 
Hahnemann Hospital showing 
Monel Metal instrument tables, 
dressing tables, stools, etc., mfd. 
and installed by THE BRAD- 
LEY-WEAVER MFG. CO. 


For 


For all departments... 


Clinical Equipment 


.-- of Hahnemann Hospital, phitadeiphia 


ERE’S new proof that typically modern Monel Metal supplies beauty that endures — 
hospitals are Monel Metal equipped. even in severe hospital service. You can insure 
Here's another prominent installation with your clients’ lasting satisfaction by specifying Monel 


Monel Metal in all departments—in kitchens, op- Metal for hospital equipment. 
erating rooms and laundry. : 

Monel Metal is the ideal material for mod- 
ern hospital equipment. Its attractive, silvery 
appearance, its rust-proof, uncoated surface, 
its corrosion-resistance, its ready cleanability 
— all these properties, combined only in 
Monel Metal, win the favor and endorsement 
of hospital superintendents,nurses,physicians, 
and consequently of hospital architects. 


SEND FOR SERIES OF ARCHITECTURAL FOLDERS 


Mone! Metal is a technically controlled Nickel-Copper alloy of high Nickel con- — 
tent. It le mined, amelted, refined, rolled and marketed solely by The International Nickal Company. Inc. The name "Mone! Metal”? ie s registered trade mark 


All Monel Metal 
laundry machines 
mfd. and installed 
in Hahnemann 
Hospital by THE 
AMERICAN 
LAUNDRY MA- 
CHINERY CO. 
of Cincinnati, Ohio. 


THE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N. Y. 
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What Is 


Incineration? 


The Incinerator 


PLUS 


The Service 


PLUS 


The Company 


KERNERATOR 


NCINERATION 
"Garbage and Waste Disposal 
for New and Existing Buildings, 


See our catalog in Sweet's. 


KERNER INCINERATOR CO. 


715 EAST WATER STREET MILWAUKEE 
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now as easy 
to assure as that of 


plumbing or hardwa 


Finishing Lumber 
Bevel Siding - Drop Siding 
Colonial Siding 
Softwood Flooring 
Ceiling and Partition 
Shelving + Stepping 
Casing - Base - Mouldings 


SQUA 


Es 
SUUANI) 


-SQUARE LUMBER makes it possible for you to con- 

trol lumber quality just as readily as you have, in 
the past, heating equipment, plumbing fixtures or 
hardware. 

Now, within the limits of the list shown here, you can 
specify lumber by brand name as well as by species and 
grade, and be absolutely sure that the exact species and 
grade you specify are used. 

4-Square Lumber is packaged and every package is 
labeled—not only with the brand but with the exact 
species and exact grade as well. Grade and species are 
guaranteed by Weyerhaeuser. 

Furthermore, grade for grade, 4-Square Lumber is 
the finest lumber money can buy. It is thoroughly 
seasoned and milled to precise standards of size and 
finish. It is cut to exact lengths and trimmed square 
at both ends. 

Note the list at the left. Progressive and reliable 
lumber dealers have these 4-Square items or can get 
them for you and the contractor. 


WEYERHAEUSER FOREST PRODUCTS 
ST. PAUL, MINNESOTA 
Weyerhacuxer Sales Co., Distributors, Spokane, Washington. 
District Offices: Minneapolis, Kansas City, Chicago, Toledo, 
Pittsburgh, Philadelphia, New York 


Species and Grade are Marked and Guaranteed 


TRIMMED SQUARE .: PACKAGED :: READY TO USE :: GUARANTEED 


This sign of CONFIDENCE 
identifies the 
4-SQUARE DEALER 
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Artin si Re 
and modern "Telephone Convenience 
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indicate 


outlets - - 


Outline ipi eid 


itional 


SECOND FLOOR 


LIVING 
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DINING 
RODM 


" 
A UM 


erican home 


Telephone service through- 


i out the house adds to smartness 


and living comfort . . . nowadays 
it is planned in advance of con- 
struction or remodeling 

erat: 
Tu American home has proved that convenience 


does pay. Great industries produce time and labor 
saving devices for it. Inventive genius, skilled 


* craftsmanship, the highest principles of produc- 


tion go into its making and furnishing. 

The American home is modern. It is convenient. 
It is comfortable. 

The architects have done much to bring this 
about. They have been quick to realize the possi- 
bilities for increased comfort and convenience that 
complete telephone arrangements give. 

In every type of home... New England farm 
house, California bungalow, Southern colonial 
mansion . . . telephone service throughout the house 
adds greatly to smartness and living comfort. 
People everywhere appreciate this idea of 
convenience. 

It is especially desirable to plan for telephone 
arrangements when a house is being built or re- 
modeled. Facilities for wires and some of the 
apparatus can then be duélt in. Telephone outlets 
can be placed in nearly every room, thus facilitat- 
ing the installation of telephone service wherever 
it is desired, and allowing service arrangements 
to be easily expanded or changed in the future. 

As cach house or building has its individual re- 
quirements, architects may wish to confer with 
representatives of the local Bell company. This 
consulting service is available without charge. 
Just telephone the nearest Business Office. 


Part Two 


BOOK DEPARTMENT 


THE LIFE AND WORK OF AN EARLY AMERICAN ARCHITECT 


A REVIEW BY 
CLIFFORD WAYNE SPENCER 


E the forward march of progress, many things of real 
worth and beauty are thoughtlessly trampled under 
foot and forgotten. This is especially true in the case of 
architecture. Buildings which are representative of the 


Many of these pioneers remained in Albany and, as was 
natural, soon began to transform it from a primitive 
Dutch settlement, with its rows of steep roofed cottages 
built end-on to the streets, into an almost typical New 


best in their respective periods must be torn down and 


carted away to make room for some 
great, ugly structure for economic 
reasons, or because of the egotism 
which leads people to believe that 
that which is not new and up-to- 
date is not to be desired. This does 
not apply exclusively to the present 
craze for modern art, since every 
age has boasted of its splendid mod- 
ern art and architecture and gone 


England village. 


Any book reviewed or adver- 
tised in THE ARCHITECTURAL 
FORUM will be supplied to sub- 
scribers at the published price. 


A remittance for the adver- 
tised price must accompany 


It was this period of rebuilding and 


enlargement that gave Philip Hook- 
er his opportunity, and his work be- 
came so popular that at one time 
practically every important public 
building and many of Albany’s 
finer private residences had been 
built “agreeable to his designs.” Of 
the early Dutch architecture noth- 
ing remains at the present time, al- 
though its influence can undoubt- 


about replacing architectural gems 
with monstrosities in whatever 
fashion happened to be prevalent at 
the time. We do not contend that 
such progress is an unnecessary or 
undesirable thing, but it seems a pity that some perma- 
nent record of the lives and work of our great architects 
cannot be made before it is too late. Their buildings 
are demolished or “altered and made ugly,” and the few 
records bearing on their lives and work are scattered and 
lost, so that in some instances not even a memory re- 
mains of men who have played important parts in the 
development of their country. A very great service is 
rendered to posterity by those who at great expense of 
time and labor, make long investigations and consult ob- 
scure records and documents in order that the general 
reader may be able to know what manner of men these 
were and what were the conditions under which they 
worked. Thus Edward W. Root, a son of Elihu 
Root, and a lecturer on art at Hamilton College, has 
performed such a service in publishing his volume on the 
life and work of Philip Hooker, one of the earliest archi- 
tects to practice in this country. 

Hooker arrived in Albany from Massachusetts, at the 
age of ten, in about 1772. Upon reaching maturity he 
became a surveyor and also a builder. The latter activi- 
ty, carried on over a period of 25 years and augmented 
by a "long and diligent investigation of ancient and mod- 
ern architecture" of that time, enabled him to become 
the outstanding architect of his period for the section in 
and around Albany, and one of the foremost architects 
in the republic. Like that of many other old American 
towns, the architectural history of Albany has developed 
in several successive stages. Starting with the medizeval 
Dutch cottages, of which the first settlement consisted 
entirely, Albany received a great influx of settlers from 
New England in the period following the Revolution. 


each order. Books so ordered 
are not returnable. 
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edly be traced in many buildings 
still in existence. The work of the 
New England settlers has been 
scarcely more fortunate, and of it 
there remain in Albany only one 
complete example (the Albany Academy) and a few 
fragments of the work of Hooker. Outside of Albany 
there are still a few good examples of his work, includ- 
ing Hyde Hall at Springfield, on Otsego Lake, and the 
Hamilton College chapel at Clinton. 

As is so often the case, the true value of the work of 
Hooker was not fully realized until it was almost too 
late to learn anything of a personal nature about his ca- 
reer. He left no descendants and no personal corre- 
spondence, and the notes bearing on his connection with 
the various buildings are so meager that there is doubt 
in many a case as to whether he was actually the archi- 
tect of the building. Mr. Root has collected such infor- 
mation as is available and published it in attractive form, 
using as illustrations the best available photographs and 
drawings of buildings known to have been designed by 
Hooker. Although the author modestly asserts that his 
investigations resulted in an accumulation of dead facts, 
and that the book as published is intended "primarily as 
a source book, a publication of records likely to be over- 
looked or lost," it seems that to the discerning reader it 
will prove to be much more than this. True, the main 
portion quotes liberally from the reports and minutes 
of meetings and from letters and other documents, yet 
these references have such a direct bearing on the every- 
day life of the times and the way in which an architect 
of that day carried on the duties of his profession, that 
they cannot fail to be of absorbing interest to the archi- 
tecturally minded reader who is interested in the history 
of the profession. For the general reader there is an 
introduction of considerable length discussing the back- 
ground for the work and containing a well written crit- 
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KITCHEN MANAGEMENT 


Construction, Planning, 
Administration 


J. O. DAHL 
Author of “Restaurant Management” 


ERE is a work of enormous value to restaurant 
owners and managers, architects, chefs, stew- 
ards, kitchen engineers and manufacturers, in fact to 
all in any way connected with institutional kitchens. 
The author is a well known authority in the hotel and 
restaurant field. This book is the result of his ex- 
perience, and of his interviews with literally thou- 
sands of experts, over 200 of whom directly coóper- 
ated in preparing the work. 

It discusses expertly all phases of kitchen design, 
construction, equipment, and administration. It 
points out methods of standardizing every branch,— 
and in the most efficient, economical manner. Filled 
with practical suggestions and concrete examples, 
this work will save owners and managers of large 
kitchens many thousands of dollars. It is indis- 
pensable in the equipment of restaurants, hotels, 
clubs, community houses, and in architects’ offices. 


Price $5 


THE ARCHITECTURAL FORUM 
521 Fifth Avenue New York 


l 


REAL ESTATE, 
MERCHANDISING 


By Albert G. Hinman and Herbert B. Dorau 


Assistant Professors of Economics, Northwestern University 
School of Commerce; Research Associates, Institute for Research 
in Land Economics and Public Utilities 


esr? 


A complete review of the business of 
dealing in real estate. It deals with the 
conducting of an active real estate business, 
with the buying and selling of realty by 
private investors, and with the improve 
ment and holding of property for revenue. 
An eminently practical work on an in- 
creasingly important subject. 


363 pp. Price $6 


THE ARCHITECTURAL FORUM 
521 Fifth Avenue New York 


“through a park filled with snow-clad trees. 


Part Two 


ical description of some of the work of early American 
architects. As a source book it is of great value, for al- 
though the work of Hooker, as is pointed out, was often 
adapted from that of others farther east or in Europe, 
it shows a very masterful handling of the Renaissance 
and is typically American in every sense. It is said that 
Hooker was the last of the American architects to re- 
ceive the Renaissance “in unbroken succession from its 
originators.” After him came the period of “revivals.” 

The illustrations from photographs of buildings now 
in existence are, of course, very well chosen and pre- 
sented, but in the case of those examples that have fallen 
before the march of progress we are less fortunate and 
must be content with views having some especially timely 
interest, but little architectural treatment, such as a view 
of the Albany City Hall on the morning after the fire of 
1880, and a view of the first capitol building seen 
Of the 
buildings built from Hooker’s plans now remaining in 
anything like their original form, perhaps the most im- 
portant is the Albany Academy, located in the park to 
the north of the present state capitol building. This 
structure is quite generally recognized to be one of the 
outstanding examples of Georgian architecture in the 
United States. It has been little changed and is still 
used for school purposes, although the school has out- 
grown the building and is contemplating moving to a 
more favorable location. Both Governor Smith and 
Governor Roosevelt have appealed to the legislature to 
provide for its preservation by the state, and there has 
been some talk of using it as an executive mansion for 
the governor. Whatever use is to be made of it, it is to 
be hoped that the state will find some means of preserv- 
ing for posterity this fine old building. Architecturally 
it contains a wealth of material, with its delicate and yet 
bold decorative treatment, which together with the dig- 
nified proportions of the mass make it a subject worthy 
of careful study. That Hooker was also a master of 
interior design is shown by his treatment of the chapel 
of this building as well as by the salon and dining room 
of Hyde Hall. These two rooms are among the finest in 
America and are preserved in almost their original state. 

The Hamilton College chapel is noteworthy chiefly on 
account of its facade and bell tower, which were proba- 
bly the only portions of the building designed by Hook- 
er. The officers of the college ordered by mail “a plan 
or elevation of a chapel," and it is presumed that the 
remainder of the structure was built to fit Hooker's 
front elevation. A few other fragments of Hooker’s 
work remain, among which is a part of the facade of 
the old New York State Bank of Albany, which in 1927 
was moved several feet westward and incorporated in 
the wall of the bank's new 16-story office building. This 
amusing concession on the part of “modern business" to 
sentiment is very commendable, although the architec- 
tural effect of the original building is almost wholly lost. 
Many churches, residences, schools and business build- 
ings known or supposed to have been the work of Hook- 
er but long since demolished are discussed, and it is 
evident from the scarcity of material existing on this 
subject that Mr. Root's investigations were made none 
too soon, for it is likely that in a few more years there 
would have remained not even a memory of his work. 


PHILIP HOOKER. By Edward W. Root. 242 pp. 9 x 12 ins. 
Price $12. Charles Seribner's Sons, New York. 
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Sound insulation 
at moderate cost 


this effective 
installation practical 
for apartment buildings 


The demand among apartment dwellers for free- 
dom from noise intrusion has created perplexing 
problems for architects and building managers. 
They realize that the cost of sound insulation 


must be practical from an investment viewpoint. 


It will interest architects to know that the 
United States Gypsum Company now offers a 
system of effective sound insulation, at a cost 
which justifies its use in apartment buildings. 

The USG System is installed with a written 
guaranty of effectiveness. It is a proved success. 

The USG System of Sound Insulation is a 
supplemental construction of a fireproof nature. 
It provides sound insulation for floors, partitions 
and ceilings, as well as for all types of mechanical 
equipment. It is installed only on a contract 
basis, which assures undivided responsibility. 

A consulting service is available to architects 
on all problems concerning the prevention of 
noise transmission. There is no obligation. For 


full information, address Sound Insulation De- 


USG 
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The USG System of Sound 
Insulation is designed for 
use in all types of build- 


ings. It is especially rec- 


ommended for music stu- 
dios, dance halls, bowling 
alleys, and other places of 
amusement, when situated 
in the same building with 
other units of space where 
quiet is desired. 


partment, United States Gypsum Com- U; 
pany, Dept. 27-K, 300 W. Adams St., 
Chicago, Ill. 


SYSTEM OF SOUND INSULATION 


Created by the United States Gypsum Company 
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The Modern English House 


An excellent presentation of the different forms being 
used in modern English domestic architecture,—particu- 
larly “small house” architecture. It includes illustrations 
of exteriors and interiors, and in many instances the 
floor plans are given. The materials used are wood; 
half-timber; stone and brick; concrete; stucco over various 
sorts of masonry or on wood or metal lathing. The 
volume would be invaluable alike to the architect, builder 
or home owner or to anyone interested in building. 


Text and 192 pages of half-tone illustrations, 
82x11 ins. Price $8.50 


THE ARCHITECTURAL FORUM 
521 Fifth Avenue, New York 
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American Architecture 
By 
Fiske Kunball 


RITTEN for the layman as well 
W as for the architect, Mr. Kimball 
presents a survey of American archi- 
tecture from its first beginnings in the 
seventeenth century to its latest achieve- 
ments in the twentieth. Mention of no 
important detail is omitted, and the 
carefully prepared text is accompanied 
by well selected illustrations in half-tone. 


262 pages, 514 x 8, inches 
Price $4 


THE ARCHITECTURAL FORUM 
521 Fifth Avenue New York 
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Part Two 


ARCHITECTURAL DETAILS OF SOUTHERN SPAIN. By 
Gerstle Mack and Thomas Gibson. 100 measured drawings and 
113 illustrations from photographs. Price $16. William 
Helburn, Inc., New York. 


HIS work by Gerstle Mack and Thomas Gibson 
falls into a class of publication which the architects 

of America are coming more and more to lean upon for 
sound and intelligent reference data on a given style. 
The most helpful thing that might be said about the 
examples selected by the authors is that they are least 
of all imposingly “stylish” things. Rather these illus- 
trations concern very intimate and personal qualities 
drawn from the houses from which this material has 
been collected,—and amazingly well drawn and photo- 
graphed. The measured drawings of the volume are 
perhaps done with as fine a finish and convey as much 
intimate knowledge of their subject as any such draw- 
ings this reviewer has ever seen. And after the volumes 
of Byne and Stapley, it is always somewhat surprising 
to realize, in a freshly searching volume such as this, 
what a rich and constant source of architectural inspira- 
tion an area such as southern Spain may give birth to. 
In the make-up of the volume, we are glad to note 
that there are almost as many measured drawings as 
illustrations from photographs, and the sizes of the latter 
have frequently been reduced in order that the measured 
drawings might occupy full-page spaces. It is also a 
definite pleasure to note that, in spite of attention being 
called to the fact that the illustrations are placed opposite 
the measured studies in order to convey the effect of 
time and climate in the examples, in actuality the draw- 
ings are so carefully observed, so felicitously executed, 
that they are what must be regarded as the most reveal- 
ing characterizations of the details presented. The auth- 
ors have wisely limited their scope to material which will 
be found definitely applicable by architects in America. 
They say: “The major part of the work is devoted to 
domestic architecture. During the sixteenth and seven- 
teenth centuries an enormous increase in wealth followed 
the Spanish conquests in America ; the nobles built mag- 
nificent palaces, and general improvement in the stand- 
ards of domestic comfort took place. Details from 
several of these great houses are illustrated here, as well 
as a number of examples from simpler village dwellings. 
Public buildings and museums were drawn upon for 
certain details, and churches, monasteries, and hospitals 
furnished the rest; but choice was made only of eccle- 
siastical details which might be adapted to secular use.” 
Neither the Gothic, which has always seemed strange 
in its Spanish phases, nor the Moorish, likewise a rather 
special quantity, has been included in the volume. There 
is just enough information offered in the brief introduc- 
tion to make one who might be interested in certain data 
regarding these architectural types wish for more. And 
it might be added that since the selections have been so 
critically made, the photographing so interestingly done, 
and the drawn matter so thoroughly studied, one would 
perhaps find the volume more significant had there been 
included, if only a few pages of it, something slightly bio- 
graphical or perhaps personal regarding the authors and 
concerning what must have been for them a series of 
most charming excursions and minor expeditions in a 
fascinating portion of the Spanish peninsula. In a sense 
this would have been perhaps somewhat more a book and 
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RESS up those dull drab stacks and tanks. Add 

beauty to your town instead of ugliness. Now 
you can do it without sacrificing resistance to corro- 
sion, with Dixon’s Bright Aluminum Paint—Ready 
Mixed. 


Not only will those steel structures look more attrac- 
tive but they will stay that way much longer without 
repainting. One coat of aluminum paint will cover the 
darkest surface. Inside your buildings, too, there are 
many applications for aluminum, on all types of equip- 
ment, on walls and ceilings. Brighten up inside as 
well as out. 


Dixon’s Bright Aluminum Paint contains a most dur- 
able spar varnish as its vehicle, which gives great re- 
sistance to the elements and insures the brilliance of the 
pigment. It comes already mixed, ready for use. "There 
is no precipitation of the pigment. 
Order a five-gallon can and try it out. 
Bulletin. 224-B 
PAINT SALES DIVISION 


JOSEPH DIXON CRUCIBLE COMPANY 


Established 1827 


JERSEY CITY, KOK N. J, U. S. A. 


PAINT 
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less a file of merely available architectural data. But 
perhaps this is pushing criticism somewhat too far. 

It should be noted that in selecting the material for 
this volume the authors have, with every good rea- 
son, avoided presenting too many over-all or general 
views of facades, and that they have focused their illus- 
trations on the more intimate details and what are, archi- 
tecturally, the more significant parts of these buildings. 
The material has been gathered copiously from Cordova, 
Ronda, Ecija, Andujar, Seville, Ubeda, Dsuna, Baeza, 
Granada, Carmona, Jerez and Arcos de la Frontera. A 
perfect wealth of details from these cities is finely rep- 
resentative of the best things and particularly in splen- 
didly paneled doors, intricately carved; wrought iron- 
work; and there are a few very delightful fountains, 
windows, balconies, escutcheons, brackets, and splendid- 
ly ornate beamed ceilings. The illustrations of ironwork 
which are included in this volume are alone a sheer de- 
light, and one is constrained again to remark on the ex- 
quisite draftsmanship with which there are so faithfully 
recorded many little vagaries, slight irregularities, and 
many thoroughly ingenious mannerisms of construction. 


DOMESTIC ARCHITECTURE IN RURAL FRANCE. By 
Samuel Chamberlain. Text and 55 plates, 994 x 12% ins. 
Price $12.50. Architectural Book Publishing Co. New York. 


OR securing material to stimulate the imagination in 

designing smaller buildings in this country, no field 
is more fertile than rural France. It is considered almost 
essential to a thorough education in architecture that the 
student have at least some travel in Europe, and espe- 
cially in France. Too often this is done in a hurried and 
superficial fashion, and the traveler dashes about from 
one well known place to another for a few weeks, and 
then leaves without even suspecting the great wealth of 
material that lies hidden in out of the way places. The 
better known buildings have been so frequently photo- 
graphed and sketched that they have become a rather old 
story, so that it is to the bypaths and the crossroads of 
the more remote districts that one must go for fresh 
inspiration. Moreover, the subjects to be found in these 
places are often those most adaptable to application in 
modern domestic building. The half-timbered and stuc- 
co effects borrowed from French buildings have already 
been used to advantage in this country, and yet the field 
has scarcely been touched, and in the constant effort to 
improve the quality of our architecture, a great deal 
can be learned from study of the farms and villages of 
rural France. The vast extent of this field of study 
makes it almost impossible for an architect or student to 
anywhere nearly cover it during the time that is usually 
available for this sort of study. The provinces of Bur- 
gundy, Auvergne, Provence, Normandy, Brittany and 
Touraine are especially rich in this material. On every 
hand one comes upon intimate bits of domestic architec- 
ture, unspoiled by so-called modern improvements and 
expressing the character and history of the French peo- 
ple developed during a period covering several centuries. 

In making his collection of sketches of these hitherto 
unpublished gems, Samuel Chamberlain spent over two 
years in traveling in an unhurried fashion through the 
rural districts, making sketches of such subjects as 
seemed appropriate for a painstaking and well premedi- 
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tated series of plates. Being in no hurry to get some- 
where, he was able to search out the best examples of 
old buildings and to give much careful study to the prep- 
aration of his sketches. These are executed in the va- 
rious black and white media of which Mr. Chamberlain 
is master, including lithograph, drypoint, pencil and 
wash. The subjects chosen include a wide range of old 
buildings from the most pretentious chateaux to the 
humblest cattle sheds, all sketched in a pleasingly infor- 
mal fashion, yet with the greatest attention to correct 
proportions and accuracy of detail. There is a frontis- 
piece consisting of an original signed etching of Bourges, 
printed in Paris on Papier d’Arches by M. Edmond 
Rigal, one of the foremost plate printers of France. The 
rest of the plates are printed on heavy plate paper, 934 
by 1234 inches. More than 250 subjects are illustrated, 
and they include, in addition to cottages, chateaux, wind- 
mills and farm buildings, several measured drawings of 
wrought iron work and details of doorways. Although 
one or two well known buildings are illustrated, most of 
the sketches were made in places whose very names will 
be unknown even to those familiar with the French 
countryside. An interesting foreword by Mr. Cham- 
berlain contains a brief description and some valuable 
comment on many of the subjects illustrated, which add 
greatly to the interest of the sketches. A brief resume 
of some of these descriptions may give an idea of the 
variety and usefulness of the subjects illustrated. Five 
sketches illustrating some new ideas in half-timber work 
from Liseaux are shown on Plate 1. A row of five 
houses under one roof at Conches should be especially 
interesting to architects doing suburban work, and a 
group of fourteenth century stone towers on a farm near 
Chartres is most interesting. A study in informal group- 
ing of windows and doorways in houses at Vitre is 
readily adaptable to small houses or shop fronts in this 
country, and the rambling, informal farm buildings 
shown on Plate V present interesting combinations of 
timber treatment and various roof coverings. The“Farm- 
yard of M. Billebot,” near Vernon, is delightfully an- 
cient and informal, with a most interesting outer gate. 
These plates are followed by several sketches of pic- 
turesque cottages and sunny streets in tiny villages and 
a dry point of a winding street in Vernon showing a 
glimpse of the church in the background. Another etch- 
ing of this town shows the market place on Saturday 
morning and is full of life and architectural interest. 
More cottages from little known towns are followed by 
several unpretentious though interesting chateaux. The 
plate entitled “Details of Farm Buildings in Normandy” 
presents interesting compositions in half-timber and 
masonry. In the plates that follow many interesting 
farm and town houses are sketched in a most pleasing 
manner, and the detail drawings of ornamental iron 
brackets, gates, locks and door fittings give valuable sug- 
gestions for adaptations. The plate on windmills, al- 
though perhaps not so valuable as some others for pur- 
poses of emulation, is very interesting and original. This 
is a brief description of only a small part of the ma- 
terial shown, but it will perhaps give some idea of how 
the artist has worked with a view to collecting such ma- 
terial as may be adapted to American domestic architec- 
ture. In addition to its value as a source of architec- 
tural reference, the sketching technique is worthy of 
study, and the work is most interesting to the laity. 
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CHOOSING STRUCTURAL SYSTEMS AND MATERIALS 
PART II-EXTERIOR WALLS AND WATERPROOFING 


BY 


THEODORE CRANE 
ASSOCIATE PROFESSOR OF BUILDING CONSTRUCTION, YALE UNIVERSITY 


INCE the earliest days, walls have served 
mankind as enclosures for the purpose of 
protection. Many and various methods have been 
used, depending upon the material available and 
the skill of the builders. In ancient and medieval 
times the stone walls of isolated residences, three 
or four stories in height, were often of masonry 
6 or 8 feet in thickness. Such were not necessary 
as supports for floors or roofs, but every foot 
added a definite increment to the time required by 
an enemy to effect a breach. Through long ages 
military considerations played a large part in the 
construction of most important structures, even 
within the limits of walled cities, and military 
motifs, such as crenelations and machicolations, 
still appear in the architecture of today. 

With the development of modern artillery and 
the resulting futility of offering even massive 
masonry as a target for heavy ordnance, military 
necessity, of course, ceased to exert an influence 
on construction. In modern buildings, the utili- 
tarian purpose of walls is to support incumbent 
loads, resist the inclemency of the weather, and 
give a certain amount of privacy to those within. 
Artistically, their exterior and interior finishes, 
thicknesses and disposition, must meet the archi- 
tectural demands. It is not mere banality to re- 
hearse these all too obvious requirements. In our 
search for combinations of materials, the use of 
which will effect the greatest economy, these sim- 
ple, basic principles are often lost to view in the 
mist produced by modern advertising and high 
powered salesmanship. That our present methods 
of construction are a complete success, few would 
have the temerity to affirm. It would seem de- 
sirable to advance step by step in our considera- 
tion of anything as important as wall construction. 
It is not easy, for instance, to make tall buildings 
water-tight against wind-driven rain. Some of 


the most important structures in New York have 
caused no end of trouble, simply because their 
walls do not serve the basic requirement of being 
satisfactory enclosures. The pity of it is that 
these conditions are preventable; even with the 
limitations of our present knowledge, the pro- 
fession knows how to build tight walls, and work- 
men properly supervised are capable of doing it. 

Proportioning Footings. Let us first consider 
the requirements of stability or structural strength 
and commence at the bottom or foundation of the 
wall Structures may rest upon rock, soil, or 
piles. The choice of footings for the support of 
piers or columns was referred to in the April is- 
sue of THE ARCHITECTURAL Forum. Bearing 
walls and load-carrying partitions occur princi- 
pally in buildings of only a few stories in height, 
and the footings are usually built of concrete 
with sufficient width to bring the load per square 
foot within the permissible bearing value of the 
soil. This would be a very simple matter were 
it not for the fact that most soils are compres- 
sible when subject to even moderate loads, well 
within the limits of ordinary practice. This fact 
makes it necessary to widen footings under piers 
and chimneys, or other masses of masonry, and to 
make proportionment of footing areas on the ba- 
sis of dead load alone, or in combination with a 
small portion of the live load. This matter re- 
ceives careful attention on the part of the engi- 
neer when he is employed to design important 
structures, and it should not be passed over too 
lightly by the architect if he would have his build- 
ings settle evenly and avoid unsightly cracks. 

To illustrate the application of this principle, 
consider the case of a three-story-and-basement 
school building with exterior bearing walls and 
interior columns supporting any type of fire-resis- 
tant floor system. Under most building ordi- 
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Left: The Membrane Method of Waterproofing Basements Where the Exterior Surfaces of Walls Are Accessible. 
Right: The Plaster-Coat Method of Waterproofing Basements, Applied Upon the Interior. 


nances the classrooms would be designed to sup- 
port a live load of 75 pounds per square foot. 
Published investigations by the Building Code 
Committee of the Department of Commerce lead 
us to believe that normal occupancy would result 
in an actual live load, including pupils and desks, 
of between 10 and 14 pounds per square foot. 
The constant and not the occasional loads are 
those that cause settlement. It is also true that 
the proportion of live load to dead load is much 
higher for the interior supports, such as columns, 
than for the exterior walls. If we design our 
footings for the entire live and dead load, with- 
out other proportionment, the interior footings 
will exert a much lighter soil pressure, owing to 
the fact that 60 or perhaps 65 pounds per square 
foot of live load are non-existent. In order to 
avoid the possibility of the exterior walls’ settling 
more than the interior of the building, it is not 
only necessary to design the footings of adequate 
sizes to carry, with the allowable soil pressure, 
the full design load of the buildings, but also to 
proportion them, as in this case, on the basis of 
the dead load alone. 

Foundations resting upon piles present a con- 
dition entirely analogous to soil-bearing footings. 
Piles may be driven to refusal, or their sustain- 
ing power may be due to “skin friction.” In the 
latter case they will probably be subject to greater 
settlement than if their ends reach an impervious 
stratum. The most critical condition is where a 
portion of a building rests on rock, or other un- 
yielding material, and the remainder of the struc- 
ture is supported by a compressible soil or piles 
subject to settlement. 

As the function of basement walls is purely 
structural, use should be made of the cheapest 
material that will give support and impermeabil- 
ity. The latter requisite, as applied to masonry, 
is a somewhat relative expression, and it is often 
economical to accept a system of drainage in 
lieu of absolute water-tightness in basement con- 
struction. This principle is acknowledged in the 


design of some of our largest buildings, where 
sub-cellar drains, sumps and automatic pumps are 
installed, as well as in residence work where land 
tile are used around the exterior footings. Con- 
crete, plain or reinforced, is probably the most 
popular material for basement walls in many sec- 
tions of this country. There is no question about 
its load-carrying capacity, nor its ability when 
properly reinforced to resist the pressures due to 
earth thrust and surcharge. The chief difficulty 
arises in the fact that, as ordinarily built, concrete 
does not fully resist the passage of ground water ; 
neither does rubble masonry or the other mate- 
rials ordinarily used for basement walls. 
Waterproofing. It would seem to be the general 
practice in building construction where brick or 
stone masonry is required to resist any appre- 
ciable head of ground water, to employ an ap- 


Light Metal Lath~, ," Cement-Plaster Seal 


Cement-Plaster Seal - -- 
Surface Hacked, | 


ae 


Method of Reinforcing a Construction Joint Between 
Floor and Wall in Integral Waterproofing 


May, 1929 


Rough Flush Joints, of Coarse, Dry Mortar Cannot 
Be Expected to Be Rain-tight in Exposed Locations 


plied waterproofing. Such is usually of the mem- 
brane or of the “cement-coat” variety, although 
certain methods employing bituminous compounds 
are occasionally used without a membrane, and 
the so-called “iron process,” referred to later, may 
be applied to brick walls. Owing to the fact that 
concrete is manufactured on the site, it is pos- 
sible, in the case of this material, to use integral 
compounds. This fact has been the genesis of a 
great and widely advertised industry. There does 
not seem to be any valid objection to the use of 
accredited admixtures in concrete work, and in 
fact many of them have a distinct value for wa- 
terproofing purposes. The unfortunate part of 
the situation is that emphasis has too often been 
laid upon the use of proprietary compounds in- 
stead of upon good workmanship. Good concrete 
is reasonably impermeable-to water, but poor con- 
crete cannot be made so by the use of any ad- 
mixture yet placed upon the market. 

The subject of waterproofing concrete walls 
has received a great deal of attention during re- 
cent years. Broadly speaking, the various sys- 
tems at present in general use are :— 

1. The membrane method, employing layers of 
felt, jute or cotton drill laid in pitch or asphalt, or 
some composition of bituminous materials. 
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A Well Compressed, Weathered Joint Helps Make 
Walls Tight Against Wind-driven Rain 


2. The “plaster-coat” method, being the appli- 
cation of two coats of cement mortar, containing 
a waterproofing compound, to face of wall. The 
total thickness is normally 54 to 34 of an inch. 

3. Integral compounds, which are added as 
dry ingredients to the cement, or as liquids to the 
mixing water, for the purpose of making the con- 
crete itself more impermeable. 

4. Various spray, brush, mop and trowel ap- 
plications to walls below grade, generally em- 
ployed where no hydrostatic pressure exists. 

The problem of choosing the best type of wa- 
terproofing is so dependent upon the particular 
conditions of the particular work that it is ex- 
tremely difficult to give any general rules. The 
membrane method, employing a good quality im- 
pregnated fabric with an elastic binder, can be 
successfully used against high pressures, but the 
cost is often very high. For comparatively shal- 
low basements, the membrane can be applied to 
the exterior, but when the outside of the building 
below grade is inaccessible, the cost of interior 
application, with the accompanying seal, makes 
the operation proportionately more expensive. 
Some of the largest buildings in New York have 
exterior walls sunk by the caisson method, 50 to 
70 feet below ground-water level. On such opera- 
tions the so-called “plaster-coat” method, applied 
to the interior of the wall surfaces and to the 
cellar floor, has been successfully used. It should 
be remembered, however, that the concrete walls 
are often 6 or 8 feet in thickness, and that a sys- 
tem of drainage is usually installed below the cel- 
lar floor, connected to a central sump and re- 
lieved by automatic pumps. Furthermore, the 
mortar is carefully prepared with Portland ce- 
ment mixed with a well graded sand and an ef- 
fective waterproofing compound. The success of 
such work done by trained mechanics, under ex- 
pert supervision, is no reason to accept this meth- 
od where technical skill is unavailable. 

The principle of waterproofing the concrete 
composing the wall, instead of applying surface 
applications, has very interesting possibilities, but 
under the conditions ordinarily encountered in 
building construction, it requires the greatest care 
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A Typical Spandrel-Beam Construction That Frequently 
Causes Leakage 


if the work is intended to withstand any appre- 
ciable head of water. The concrete should be 
composed of well graded aggregates propor- 
tioned for maximum density. The mixture should 
be thoroughly homogeneous and as dry as may 
be consistent with perfect “workability.” Some 
waterproofing preparations add to the plasticity 
of the mixture, thereby lessening the amount of 
water required for placement, which results in a 
stronger and more impermeable concrete. It is 
also claimed that the addition of certain com- 
pounds causes a more complete hydration of the 
cement. The use of calcium or ammonium stea- 
rate, which is the active ingredient of numerous 
waterproofing compounds, has been found to 
greatly reduce the capillarity of mortars, but this 
effect is of much greater comparative value 
against wind-driven rain above grade than against 
hydrostatic pressure below ground. Another meth- 
od of integral waterproofing consists of intro- 
ducing 2 or 3 per cent of inert material for the 
purpose of filling the voids of the concrete. The 
object is excellent, but unfortunately the air and 
water voids in the completed mass, which do af- 
fect permeability, cannot be so easily filled. 

The whole subject of integral compounds has 
given rise to so much acrimonious discussion that 
it is a very delicate field upon which to trespass. 
The proposed building regulations promulgated 
by the American Concrete Institute have very 
consistently avoided any reference to the subject, 
from the first "Standard Building Regulations" 
published in the "Proceedings" of 1917, to the 
tentative “Joint Code" published in 1928. It is 
not the function of a building code to control de- 
cisions in regard to methods of waterproofing. 
The various “Joint Committees" on specifications, 
however, have taken a real interest in the subject. 
In 1926 the “Final Report" of the old Joint Com- 
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mittee could hardly be said to encourage the use 
of integral compounds; in 1921 the "Progress 
Report" of the new “Joint Committee" said that 
"Integral compounds shall not be used"; the 
*Final Report" in 1924 contained the specifica- 
tion that “Integral compounds shall not be used 
for waterproofing unless specifically authorized 
by the Engineer." This committee represented 
four of the leading professional societies, and 
there was no higher authority in the field at that 
time. On the other hand, we have a record of 
excellent results obtained by the better grade of 
waterproofing compounds, where they have not 
been expected to do the impossible and have been 
used with a just appreciation of their limitations. 

When employing this method of waterproofing 
basements against actual pressure, it is essential 
that the floors and walls be properly keyed to- 
gether, that laitance and honeycomb be eliminated, 
and that complete homogeneity as well as a tight, 
interlocking bond be obtained between the con- 
crete comprising sections poured at different 
times, such as that placed on successive days. 
The fact that these conditions are extremely dif- 
ficult to obtain, is adequate reason for reserving 
this system of waterproofing for work executed 
under the strictest supervision. 

Brush and spray applications should generally 
be considered more in the nature of dampproofing 
than waterproofing treatments. However, there 
are at present materials falling under this classi- 
fication, such as an emulsified asphalt, which seems 
to be satisfactory against a considerable head. 
Furthermore, the “iron process,” which consists 


in applying three or more coats of iron dust, 
mixed to a cream with water combined with 
varying amounts of Portland cement, has been 
used successfully on basement walls where com- 
paratively little pressure existed. Nevertheless, 
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the chief value of these preparations is for damp- 
proofing basement walls and as surface coatings 
above grade, to reduce the permeability of mason- 
ry. Of course, only the colorless compounds can 
be used on the exteriors of buildings, but the 
bituminous compounds are usually to be recom- 
mended on other than exposed surfaces. 
Masonry Walls. Omitting special types of con- 
struction peculiar to certain localities, exterior 
masonry walls above grade are usually built of 
brick, stone, concrete, load-bearing terra cotta, or 
cement block. All of these materials have suffi- 
cient structural strength, and when built into 
masonry walls of the thickness called for by good 
practice and code requirements, they furnish ade- 
quate support to carry imposed loads. In other 
words, if the exterior finish of the building is to 
be brick, either terra cotta, “back-up tile” or com- 
mon brick can be used for the body of the mason- 
ry wall. In most climates an air space is neces- 
sary to avoid condensation, so if solid brick is 
used the wall should be furred, preferably with 
terra cotta. The requirements of appearance, 
structural strength and insulation will then be sat- 
isfied, but it remains to make the wall rain-tight. 
Brick is one of our oldest manufactured ar- 
ticles. Its origin as a structural material is lost 
in antiquity, many thousand years ago, but it is 
not a uniform product. Architecturally, this is 
an immense advantage, permitting a pleasing vari- 
ation in texture and color of wall surfaces. Struc- 
turally, it implies the necessity for accurate speci- 
fication in order to obtain the best results. Most 
bricks are sufficiently impermeable to shed water 
on vertical surfaces. Standard requirements elim- 
inate the soft “salmon” bricks or those that fall 
below a minimum compression strength, and often 
they place a maximum limit upon the absorption 
of about 15 per cent by weight. But it is not cus- 
tomary to place a minimum requirement upon the 
absorption, nor to specify a low limit on the 
modulus of rupture. Face brick, similar to those 
used recently for a building in southern New 
England, give an absorption of less than 2 per 
cent. The walls constructed of these units showed 
a lack of bond between brick and joint, which 
was a contributary cause of serious leakage. 
Weatherproof Brick Walls. It is probably true 
that most of the trouble from leaky walls is not 
due to the quality of the materials, but to the 
faults of execution, and it occurs principally at 
floor levels in skeleton buildings, along parapets, 
and around openings. It would appear, however, 
that care should be exercised in the choice of 
brick for exterior use in exposed locations, and 
preference placed upon those which have enough 
absorption to draw the mortar into the pores, 
without being’ sufficiently porous to become water- 
soaked during hard, driving rains. Furthermore, 
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the specification for thoroughly “wetting all brick 
immediately before laying” is one that should be 
considered in the light of the characteristics of 
the particular brick to be used, and not as a 
standard clause. Neither should brick be laid in 
weather even approaching the freezing point with- 
out due precaution. The technology of brickwork 
is a subject which merits, and is at present receiv- 
ing, very serious consideration. It is to be hoped 
that the building departments of our municipali- 
ties will, in the near future, avail themselves of 
the information offered by our scientific commit- 
tees and manufacturers’ associations. To specify 
a limiting value for the compressive strength of 
brick probably results in eliminating very soft, 
underburned material, but this requirement is only 
remotely related to the strength of the wall which 
the specification is supposed to safeguard, as fail- 
ure seems to result from the breaking of the brick 
and not from their crushing. As there is not a 
definite relation between these two types of stress, 
it would seem desirable to specify a minimum 
value for the modulus of rupture. 

The character of the joints, as well as the bond 
between mortar and brick, plays an important 
part in making walls rain-tight. With all due re- 
spect to architectural considerations, thick joints 
of coarse, dry mortar should be avoided in ex- 
posed locations. The raking out of joints is only 
a little more harmful than the ordinary method 
of “striking” a flush joint by which the mortar is 
torn by the trowel and often actually drawn away 
from the side of the brick. A vast amount of 
trouble within the last few years, particularly on 
the tall buildings in New York and Philadelphia 
and hotels at Atlantic City, has proved that the 
proper construction of the joints is of vital im- 
portance. It is desirable to point the joints with 
the same mortar that was used in laying the wall, 
as a richer mixture gives greater contraction on 
setting. A waterproofing compound such as am- 
monium stearate, which has been definitely proved 
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Los Angeles Public Library, Under Construction, Showing the Use of Poured Concrete for Exterior Walls 
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to reduce capillarity, is strongly recommended. 
The correct amount is about 2 per cent by weight 
of the cement. A normal, cement-sand-lime mix- 
ture should be used, but the sand should be care- 
fully chosen as clean, not too fine, and well grad- 
ed. In the operations of pointing, particular care 
should be exercised to thoroughly compact the 
mortar; a so-called “rodded” joint or a well 
pressed “weathered” joint is to be preferred. 

The choice of the bond is not an important 
matter from a structural viewpoint, as all stand- 
ard bonds give adequate strength. If 8-inch walls 
are used, it is necessary to thoroughly bed the 
through headers, and two coats of bituminous 
dampproofing on the interior give excellent in- 
surance, although inadequate to overcome any se- 
rious defects such as settlement. Fortunately, 12- 
inch walls are required for all important build- 
ings, and the longitudinal mortar joint should 
serve as a water break. 

The design of details, as well as the quality of 
the work, should be given serious consideration 
if exterior masonry walls are to be made tight 
against wind-driven rain. It is very important 
that drips be provided on all projecting or capping 
members, such as parapet copings and window 
sills. Stone sills with lugs are less likely to leak 
than those of the “slip sill” pattern. The upper 
surfaces of masonry units should also have a pro- 
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nounced slope or wash. It should hardly be neces- 
sary to say that flashings must be properly de- 
signed and gutters and leaders be of adequate 
proportions, yet much trouble is due to the neglect 
of these items. Particularly troublesome is the 
leakage through vertical joints in brick sills and 
parapets. These should be pointed with mortar 
containing a water-repellent, such as ammonium 
stearate, and flashed entirely across the wall with 
copper or with a high grade membrane, as the 
latter is quite effective and much easier to use. 
The backs of parapets should also be flashed with 
metal or membrane and not merely painted with 
a “black waterproofing.” A great deal of serious 
leakage results from poorly designed parapets, 
and even if water is prevented from entering the 
building by flashings carried across the wall at 
the roof level, efflorescence may appear upon the 
exterior unless the inside is rendered impermeable. 

Elastic cement should not be counted upon to 
make tight the vertical joints between natural or 
artificial stone, employed for cornices and cop- 
ings, except when it is impracticable to flash. In 
most cases a metal or membrane flashing can be 
installed as illustrated by the standard construc- 
tion employed for cornice work. If this is not 
feasible, a high grade elastic compound should be 
chosen that will not stain the stone nor quickly 
decompose under climatic variations. It is ques- 
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The Los Angeles Public Library, Nearing Completion, Showing the Architectural Effect Obtained 


Bertram Grosvenor Goodhue, Architect, 


tionable, however, if any material on the market 
will permanently close vertical joints on exposed 
work. The principal use of elastic cement, or 
more properly of caulking compounds, is to make 
weather-tight joints around openings. Wood 
frames in masonry walls should be packed with 
oakum on top of which a beat of elastic cement 
can be run beneath the staff bead. The same ma- 
terial is used to advantage in making tight the 
junction between the wood sill and the supporting 
masonry. A similar process, without the use of 
oakum, can be successfully applied to the setting 
of steel or hollow metal frames in masonry walls. 

Waterproofing Spandrel Beams. One of the 
most frequent sources of trouble on structural 
steel buildings, is lack of proper flashing at span- 
drel beams. The typical “cinder arch" floor con- 
struction, so widely used in parts of the East, of- 
ten results in providing practically no resistance 
to wind-driven rain other than a 4-inch brick or 
stone veneer. As this condition occurs at all 
floor levels, it is hardly any wonder that a large 
number of our tallest buildings have developed 
serious leaks. This situation has lately received 
considerable study on the part of some of our best 
builders, assisted by waterproofing engineers. On 
new work of the better class a membrane is em- 
ployed, often backed up by a trowel coat of mas- 
tic. It is first necessary to fill with brick the 
space between the flanges of the beam, bending 
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the ends of the floor slab reinforcement out of the 
way. A bed of cement mortar is then laid on top 
of the floor arch, along its outside edge, to form a 
base for the waterproofing. The membrane and 
mastic are applied, as shown in the sketch, in- 
cluded here, when the brickwork of the veneer 
has reached the first course below the bottom 
flange of the spandrel beam and is built into the 
masonry, continuing over the top of the floor 
arch a distance of 3 or 4 inches beyond the inside 
face of the wall. The membrane is placed on 
three sides of ordinary wall columns and upon 
all four sides of corner columns. These precau- 
tions apply to stone as well as to brick veneer. 
Efflorescence. The problem of making exte- 
rior walls rain-tight is closely associated with that 
of efflorescence. Soluble salts are always present 
in varying amounts in cement, brick and terra cot- 
ta; if such come in contact with moisture, by rea- 
son of inadequate flashing or leaky joints, they are 
likely to be carried in solution to the face of the 
masonry and there deposited as white coatings 
which not only disfigure the wall, but actually ex- 
foliate the surface. Efflorescence consists of va- 
rious compounds, principally sulphates and chlor- 
ides of sodium, potassium, calcium and magne- 
sium, Because the formation of minute crystals 
takes place under the surface, as well as upon the 
face of the wall, serious scaling often results. 
Some excellent research work has lately been 
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devoted to the investigation of these phenomena, 
from which it is possible to make definite recom- 
mendations to eliminate, or at least to materially 
lessen, this evil. In the first place, the design 
should provide for thorough flashing and require 
adequate drips on all projecting members. Fine 
buildings should have a highly impermeable 
course such as granite, at the ground level, and 
every type of masonry structure should be provi- 
ded with a layer of membrane with mastic sepa- 
rating foundation from superstructure, to pre- 
vent water being drawn up from the basement 
walls by capillary action. Natural stone veneer 
should be laid in mortar made with a non-stain- 
ing cement, preferably waterproofed with cal- 
cium or ammonium stearate. The unexposed sur- 
faces of the stone can best be protected by a heavy 
parging of the same mortar that is used for set- 
ting. If a coat of “black dampproofing” is pre- 
ferred to the use of mortar, it is recommended 
that the material selected be given a thorough in- 
vestigation, as some preparations offer but little 
resistance to the action of either sodium, mag- 
nesium or calcium sulphate. 

Although it is not customary to lay brick ve- 
neer in a mortar containing non-staining cement, 
this would appear at times to be a very sensible 
procedure, as much of the efflorescence on brick 
walls seems to come from the cement. Both the 
ordinary Portlands and the other cements, now 
quite widely used in brick-setting mortars, con- 
tain soluble salts capable, in the presence of wa- 
ter, of producing discoloration. Having decided 
upon the materials to be used, the precautions to 
be taken against efflorescence are exactly the same 


as those required to make exterior walls rain- 
tight, with the added suggestion that while it is 
imperative to keep water from getting into the 
wall, it is extremely desirable to minimize the 
amount of water flowing down the exterior. It 
should not be inferred, however, that all efflores- 
cence comes from the mortar. In some parts of 
the country, notably in southern Connecticut, 
common brick cause their full share of trouble, 
and it would seem to be a case of the pot calling 
the kettle black. The use of colorless applica- 
tions for waterproofing purposes upon the ex- 
posed surfaces of stone or brick walls, is not al- 
ways entirely efficacious. It is so difficult to 
completely seal a surface, even with the best of 
workmanship, that air and moisture will usually 
penetrate. Neither are the various proprietary 
washes advocated for the removal of efflorescence 
to be considered as universally permanently ef- 
fective. It is quite a simple matter to clean the 
walls, but the white salts will soon re-form if the 
cause is not removed. There has been more or 
less discussion lately about the desirability of mix- 
ing barium compounds in the clay of which cer- 
tain common brick are formed, for the purpose 
of reducing efflorescence by changing the sul- 
phates into insoluble precipitates. This principle 
has been successfully applied both in the ceramic 
and the face brick industry; it would seem to be 
equally applicable to common brick. 

There are very few builders who do not real- 
ize the importance of properly protecting both 
natural and artificial stone before and during con- 
struction. Brick should also be piled on plank 
and protected from snow and rain. Particularly 
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essential is some effective method of covering the 
tops of incompleted walls which must remain for 
some time exposed to the elements. During even 
a few days' exposure to heavy rains they may 
entrap sufficient water to cause discoloration of the 
surface of the wall long after the completion of 
the work. Serious efflorescence has also resulted 
from the seepage of rain water through a con- 
concrete roof slab, left for several months without 
a protecting membrane. In this case a lime- 
stone cornice was badly disfigured by the precipi- 
tation of salts dissolved from the concrete. 

Concrete, Cement Bricks and Blocks. For over 
a generation now, while the more conventionally 
minded have been building walls of stone and 
brick and terra cotta, engineers have been experi- 
menting with monolithic concrete. About 20 
years ago this type of construction was applied 
to a number of dwellings ranging from large resi- 
dences to very small houses ; since then the public 
has quite often been aroused by the thought of ob- 
taining “poured” houses at a fraction of the cost 
of building them. In the east, these ideas have 
never materialized on a large scale; the cost of 
the wood forms, the impracticability of using steel 
forms for other than standardized work, and the 
mechanical difficulties of handling comparatively 
small operations economically, have all counted in 
the score against building walls of poured con- 
crete. On large operations, however, where lo- 
cal conditions are favorable, concrete walls may 
be cheaper than brick, and we are all familiar 
with their use for industrial buildings, where an 
efficient plant has already been installed for the 
concrete of the frame and floor constructic 
Again, it is extremely hard to generalize. Th: 
architectural characteristics of concrete are so 
well suited to certain types of architecture, par- 
ticularly the so-called “Spanish” style of our 
southwest, that this advantage alone may dictate 
its choice. 

Cement blocks have been used in building con- 
struction since Civil War days; units removed 
lately from an old building showed a compres- 
sion strength which would meet present-day speci- 
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fications, although probably made from a natural 
cement. The average plant of today is turning 
out a product conforming to the requirements of 
the American Concrete Institute. Nevertheless, 
it is extremely important to make certain that the 
blocks are cured in such a way as to avoid, or 
rather to minimize, volumetric changes after in- 
corporation in the building. At present it is not 
apparent that curing methods are standardized or 
at all times adequate, and if cracks are to be 
avoided, it is of vital importance that only thor- 
oughly cured units be used. 

Although the Portland Cement Association has 
laid down a conservative policy in regard to furr- 
ing walls built of hollow cement units, it is re- 
grettable that contractors will take the chance of 
plastering directly on the inside of the block. As 
in the case of terra cotta walls built of a single 
thickness of hollow tile, such construction may be 
successful, but it cannot be considered good prac- 
tice. If properly designed, both terra cotta and 
cement block serve excellently as bases for stucco. 
The former is, at the present time, a somewhat 
more uniform product and not subject to as large 
volumetric changes. On the other hand, the bond 
between cement block, as ordinarily manufac- 
tured, and the base coat of stucco is excellent, 
while the tile surfaces depend largely upon the 
scoring for bonding. Besides these units that 
have been used for over a period of years, cement 
brick and cement cinder block have a wide field 
as “back up” material in the rear of brick or stone 
veneer, and the cement cinder block is particu- 
larly suitable under stucco. 

Stucco. The use of stucco as an exterior wall 
finish in northern climates is a subject that mer- 
its serious consideration, Portland cement stucco 
can be applied successfully to brick, stone, cement 
block, terra cotta, wire mesh or wood lath. Some 
years ago wood lath ceased to be used for this 
purpose in many parts of the east, but excellent 
work in northern sections of the middle west 
definitely proves the possibility of obtaining good 
results with this construction. Metal reinforce- 
ment was, at one time, considered to fail by rea- 
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son of rusting when used along the sea coast, but 
it has been found that such failures can be at- 
tributed to poor workmanship, as a dense mortar 
will adequately protect the reinforcement if the 
latter is properly placed. 

Over frame construction, good practice would 
require a rather large meshed metal fabric held 
free of the sheathing by means of furring nails 
or other means which permit the stucco of the 
base coat to pass back of and to thoroughly embed 
the steel. The requirements covering materials 
and method of application are well defined by the 
excellent specifications furnished by the Portland 
Cement Association, which should be scrupulous- 
ly followed. No one, however, can guarantee 
success if the work is done over a wooden frame 
that will shrink appreciably after the stucco is in 
place. Every precaution should be exercised to 
obtain well seasoned lumber and to permit the 
building to dry out as much as possible before the 
final coat of stucco is applied. 

In this country comparatively little stucco is 
used over brick or stone; when these materials 
are employed, they are generally desired for their 
architectural as well as their structural value. Oc- 
casionally we see a brick chimney over which 
stucco has been applied, but it is almost impossible 
to avoid there being cracks due to temperature 
variations, which soon result in failure of the sur- 
face. Stucco over terra cotta or cement block is 
a thoroughly established method of construction. 
With proper care there is no reason why it should 
not be entirely successful. The partial failures, 
which are only too evident throughout the coun- 
try, can be definitely attributed to improper speci- 
fications or to poor workmanship. Again, the data 
available in the publications of the Portland Ce- 
ment Association can be taken as authoritative. 
In matters of design the limitations of the ma- 
terial, or rather its structural characteristics, 
should be clearly understood ; particularly impor- 
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tant is the avoidance of using stucco on other 
than vertical surfaces. For example, the tops of 
ornamental parapets, sills and belt courses are 
often a source of trouble. Chimneys above roofs 
should be built of brick or stone, without any sur- 
facing, wherever the architectural design will per- 
mit such a treatment. If stucco is required, it 
should be carried upon wire fabric, placed so as 
to provide an air space between it and the block 
or tile composing the chimney. The flashings 
should receive particular attention, as it is of 
vital importance to keep water from penetrating 
in back of stucco. Particularly critical are the 
sections where masonry joins a superstructure of 
wood, which sometimes occurs on dormers in 
residence construction. In such places wire fab- 
ric should lap the masonry at least 12 inches, or 
more if necessary to secure firm nailing into the 
joints. Stucco panels in half-timbered construc- 
tion should be flashed at the top, if exposed, and 
always at the bottom; a rabbet 54 inch wide and 
the depth of the base coats, should suffice on the 
vertical joints between wood and stucco. Brick 
veneer over a wooden frame is quite popular in 
parts of the south, and the method of construc- 
tion is too well known to warrant description. In 
some sections of the country stone veneer, 3 or 
4 inches thick, is used in much the same manner. 
Where the cost of masonry is relatively high, a 
stone exterior can thus be obtained at a price con- 
siderably less than that of solid walls. 

The use of insulating materials to reduce the 
heat loss from buildings, particularly those of 
wood construction, has recently been given much 
publicity. From the research work of certain 
progressive companies we have been made ap- 
pallingly aware of the great heat losses through 
ordinary types of construction. It should be re- 
membered that the actual loss through the walls 
of even a frame structure, is only about 25 per 
cent of the entire heat loss of the building. Ap- 
proximately 75 per cent of such so-called “waste” 
occurs through glass areas, around openings, un- 
der eaves and through attic floors or roofs. In 
other words, the application of some proprietary 
system of insulation to the exterior walls of a 
country residence, from sill to plate, might be ex- 
pected to reduce by 5 or 6 per cent the number of 
heat units required to heat the interior of a mod- 
erately well constructed house, 

The next article of this series will treat of 
floor and roof construction, 

Nore. The author wishes to acknowledge his 
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their assistance in the preparation of this article: 
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stone Company; A. C. Horn Sales Corporation; 
Structural Waterproofing Company; and Toch 
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ALL buildings offer so many possibilities in 

the way of arranging mass and in use of 
materials and the amplification of anything the 
architect may wish to express, that their habit- 
ability, their circulation dependent upon the ele- 
vator, may suffer. Through the architect's pre- 
occupation with the building as an expression, 
the elevator, which appears to be entirely within 
the province of the engineer, remains with many 
of its architectural possibilities unsounded. For- 
merly it was the continual complaint of the eleva- 
tor engineer that he was called in at some stage 
of making scale drawings where his success was 
handicapped beyond a solution by mechanical 
skill. It is much to the credit of the manufac- 
turers that they have largely overcome this con- 
dition through their continued efforts to coóperate 
with the architect at the outset, and through their 
maintenance of a staff of experts and specialists in 
service determinants, whose aid the architect may 
enlist previously to the contracting for an elevator 
system. One views with hope a closer coórdina- 
tion of function and expression as a single factor 
dependent upon human want. 

The service aspect of an elevator system finds 
an immediate index to its success in the popu- 
larity of the building and the consequent rentals 
in relation to competing buildings with superior 
elevator systems. Unless passengers are to be 
shot upward in a radically different way, the 
possible limits of speed have been reached. By 
increasing the velocity of the car over 600 feet 
per minute, it was found that the operator could 
not reduce the round trip time because of the 
premature slow downs necessary for a safe land- 
ing. But with the introduction of automatic oper- 
ation, a velocity of 900 feet per minute was 
feasible and time lost in landing was completely 
eliminated by use of micro-leveling apparatus. 
Greater velocity would be neither comfortable nor 
profitable in view of the added installation and 
operating costs. The further development of 
speed lay in the perfection of the signal systems, 
the closer coórdination of the work of the starter 
and the despatcher with the individual operators, 
and the greater efficiency due to by-pass switching 
for crowded or delayed cars. Here, too, the de- 
velopment has gone so far that greater speed is 
dependent upon facilitating, through design, the 
recognition of the signals by the public. 

Of great credit to the service in general has 
been the avoiding of accidents, nine-tenths of 
which are now landing and door accidents. Care- 
lessness is the chief cause of these, but to further 


fool-proof the system, solid doors with hydraulic 
or air checks and solid gates may be specified, 
and the sizes of door openings be diminished. Free 
the operator mechanically from the hand opera- 
tion of both car and door, so that he may devote 
himself to guarding against carelessness on his 
part and on the part of the passengers. The ex- 
pense of such improvement would be somewhat 
lessened by a reduction of insurance costs. The 
possibility of general improvement of the system, 
therefore, lies chiefly in bringing the designer's 
skill to deal with the features so well secured by 
the engineers, in collaborating more fully on 
future evolution, and in the care taken with car 
interiors and with exterior doors, which by their 
very nature as design problems, have been widely 
abused by thoughtlessness and incompetence. 
Determinants. General service determinants 
limit discussion because of their dependence upon 
the individual building and also because the hy- 
pothetical case, as much as the actual, demands 
the specialized knowledge of an expert versed in 
probability theory and load plotting. Coupled 
with an expert solution, goes the speculation of 
the building committee as to what may develop 
over a period of years, the type of occupancy, 
altering perhaps the amount of rentable area, and 
giving a different quality of service. Single ten- 
ant occupancy may result in a great increase of 
inter-floor traffic, as well as in unusual peak loads. 
The impracticability of designing for the abnor- 
mal traffic of a rush hour forces a choice between 
congested and delayed service and the stagger 
system, a remedy which gains the popularity of 
the public but slowly. Its desirability is obvious, 
but experience has found it to be in conflict with 
the human gregariousness which, for example, 
makes a person prefer to ride in a packed subway 
with a friend than to sit alone. The business 
habits of a tenant may cause tremendous peak 
loads at nine, at noon and at five. While it would 
hardly be economical to condition a service by 
the peak loads in the proximity of a railroad ter- 
minal where delays cause the missing of trains, 
concessions to the evening rush hour may prove 
profitable. In buildings for professionals, the “in 
and out" curves will not rise to such abrupt 
heights at nine and five as in those tenanted by 
organizations whose staffs are made up chiefly 
of clerks and stenographers. However, the natures 
of the professional's clients are a vital determin- 
ant. The ailing human being, no matter how 
desirous of receiving the attention of a doctor or 
a dentist, should not be whisked upward at a 
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rate of 900 feet per minute and should be let 
down with extraordinary care, while the worried 
man hastening to his lawyer, cannot be judged 
on the basis of “normal patience.” 

Just what “normal patience” is, how long the 
intending passenger will wait for a car, and how 
long he can be expected to stay in a car without 
tax on that patience, is debatable. In general, 
service with a 20-second interval between cars 
has been found satisfactory, and that with a 30- 
second interval is considered fair. The passenger 
entering the building will be more satisfied to 
find a waiting car at the lobby floor than to find 
a bank of closed doors, for the seconds waiting in 
a car seem shorter than those waiting for it. 
Without an actually proposed building with all 
its elements known and the speculation about its 
future established, even the expert could not be 
expected to decide what would be successful in- 
terval and round trip time, nor could he make 
"in and out" studies from which the number and 
speed of elevators could be computed. Likewise, 
without a known location, no judgment could be 
passed on the proportiomof area cost to service cost. 

Square footage rentals may influence the plan- 
ning of a building to such an extent that no ex- 
pense need be spared in minimizing the area 
occupied by elevator shafts. The saving of several 
square feet on each of 40 floors may appear fin- 
ally as a matter of astounding importance in the 
annual rental. But where this is not the case, 
the balance is a delicate matter. The added con- 
venience of all that modern developments can 
offer is not as readily evaluated as square footage 
saving, and the building owner is likely to err on 
the side of immediate economy, incurring the risk 
to his building of the strong competition of a 
neighboring, fully equipped structure. 

The greater cost of installing high velocity cars, 
with micro-leveling devices and automatic doors, 
carries with it an increased power cost, an appre- 
ciable factor in the building's overhead. This 
balances against a service impaired by inching to 
the landings and the operator's gradual fatigue in 
handling doors. 

Circulation Area. The ground floor plan con- 
trols elevator accessibility and involves the hand- 
ling of peak traffic. By comparison, planning the 
upper floors is hardly problematical. The advis- 
ability of segregating theintending passengers from 
the through lobby traffic^and general ground 
floor circulation is obvious and has resulted in 
use of the highly effective blind wing corridor. 
Good practice in blind wing planning divides the 
elevators into groups of six or eight, arranged on 
both sides of a short corridor, each wing taking 
a proportionate amount of the traffic by serving 
but a portion of the building. These corridors 
open from a general lobby, which facilitates the 
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directing of passengers and the signal coórdina- 
tion of the starters and despatchers. A starter’s 
indicator panel is indispensable in a large instal- 
lation and should be centrally located. 

When the architect has arrived at successful 
space distribution of the ground floor circulation, 
an equally successful time distribution remains to 
be developed. From the scheduled rate of recep- 
tion and discharge of passengers, circulation areas 
are dimensioned with the aid of such empiricisms 
as the allowance of a 4-foot aisle for every 50 
persons passing per minute, adding a 2-foot 
clearance in front of walls or free-standing col- 
umns and a 4-foot standing room space before 
booths and elevators facing the aisle. Where cir- 
culation area is closely computed, crowding may 
be extremely detrimental, and nothing endangers 
functioning more than multitudes arriving at one 
time. The need for time distribution resulted in 
the use of revolving doors, because of their known 
capacities. For example, an ideally dimensioned 
revolving door, 7 feet, 6 inches in diameter, ad- 
mits a maximum of 50 people per minute. Prej- 
udice against the revolving door, because of its 
unpopularity with the public, especially where it 
must admit a large percentage of women and chil- 
dren, and because some building laws forbid its 
sole use, has led to control by careful adjustment 
of narrow entries. 

The determination of just what elevator equip- 
ment will do after installation has developed far 
beyond its early mystery, and yet it is not subject 
to any strict formula. By experience and the spe- 
cialized knowledge of probabilities, there is being 
rendered service that agrees closely with the lines 
of theoretical calculations. 

Retaining the visibility of doors becomes a 
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problem as circulation areas are minimized, 
corridors narrowed, and sight line angles reduced. 
Later, under the designing of individual features, 
an attempt will be made to show how dependent 
is the service upon the collaboration of the human 
element, and how much the human being can be 
influenced by design to collaborate automatically. 

Considering here the factors bearing chiefly on 
the plans and early scale drawings limits discus- 
sion to the actual structure. By far the most prac- 
tical method of rendering the elevator entrance 
readily seen and accessible is the use of splayed 
jambs. Theoretically an arrangement of entrances 
on the arc of a circle or the use of converging 
walls in the blind wing plan would obviously ac- 
celerate circulation, and it might become general 
practice were it not for complications in construc- 
tion and the planning of upper floors. Fortunate- 
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ly, the alignment of six or more elevators in a row 
has condemned itself, through waste of corridor 
space and the forced waiting of cars at the other 
end of the line from the intending passenger. 

Shaft Area. To minimize shaft areas in the 
average tall building contributes more to its suc- 
cess than minimizing circulation area, not only 
because the shaft saving increases with every 
story, but also because an excess of corridor space 
over and above its functional necessity has in the 
main floor a very real value in contributing dig- 
nity and spaciousness. It may afford the only op- 
portunity inthe building forarchitectural treatment. 

The elevator corridor of the Film Center has, 
in the extraordinary motivation of the ceiling, the 
quality of influencing circulation into the elevators 
through depression along the axis and, by achiev- 
ing an acute angle at the intersection with the 
shaft walls, it emphasizes them with a directional 
movement upward. As the building increases in 
height, the percentage of the area devoted to ele- 
vator shafts becomes greater, and the profit that 
might be derived from an appreciable reduction of 
shaft space becomes considerable. More and more 
radical reductions will be made, no doubt, to per- 
mit an advance in building heights. 

How much the introduction of automatic opera- 
tion has done is best exemplified in those instances 
where hand-operated elevators were in use. It is 
invariably found that fewer automatically-operat- 
ed cars are an adequate substitute for the hand- 


Elevator Doors, Film Center Building, New York 
Buchman & Kahn, Architects 


operated cars. What future economies will be 
possible is pure speculation. The healthiest sign, 
however, is that although manufacturers are loath 
to prophesy regarding tomorrow's elevator, they 
are equally reluctant to consider today’s elevator 
as perfected, and they work with its obsolescence 
continually in mind. 

There has been suggested a double-deck car 
which would serve two consecutive floors at once 
and terminate in two entrance hall floors, each 
ramping half its height to the street level. Other 
proposals involve the idea of there being more 
than one car per shaft. A local might serve the 
first 20 floors of a building, following an express 
serving the upper 20. Safety from collision is in- 
sured by the use of electro-mechanical guard and 
blocking devices, similar to those used on electric 
railways. Or else three locals might run opposite 
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Elevator Plan, Film Center Building 
Buchman & Kahn, Architects 
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Elevator Lobby, Film Center Building, New York 
Buchman & Kahn, Architects 


an express, stopping at terminal floors, blocking 
devices making it possible for both an upper and 
a lower car to stop at the same terminal floor 
without danger. The desirability and simplicity of 
these proposals come into question when the engi- 
neer begins to attack the problem of getting lifting 
power to the cars. The hydraulic car and the 
climber were superseded by the counter-weight 
cable car, where the foot pounds of power have 
direct relation to the number of passengers and 
are not wasted on the weight of the apparatus. 
Regardless of drastic diminution of shaft re- 
quirements, the number of inches involved in the 
solution of the ideal car size remains significant. 
The fallacy of using increased depth is indicated 
in the time lost when a person at the rear of a 
crowded car attempts to get off. Using an in- 
creased width has the same objection if the door 


Typical Floor, 261 Fifth Avenue, New York 
Buchman & Kahn. Architects 
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Elevator Lobby, 261 Fifth Avenue, New York 


Buchman & Kahn, Architects 


is narrow, but with the wide door, the operator 
has less control over passengers and encounters 
forced waits, due to jamming and overloading, 
especially on the upper floors where there is no 
starter, and this aside from exposing the system 
to the danger of the entry accidents already men- 
tioned. Somewhere between these extremes the 
ideal car size is to be found, and it is influenced 
by the size of the building and the speed of the 
scheduling. Ostensibly the small car making rapid 
trips is better suited to tall, narrow buildings, and 
the larger car is adapted to a building of less story 
height, where several passengers are likely to get 
off at the same floor. The most desirable car sizes 
range between 7 feet wide and 5% feet deep, and 
7 feet wide and 617 feet deep. The highly suc- 
cessful installation in the Equitable Building, New 
York, includes a car 6 feet, 1074 inches wide by 
5 feet, 2% inches in depth. Often in one building 
of the set-back type, several differing sizes are 
used, the high-rise cars smallest, the intermediate- 
rise cars of medium size, and the locals quite 
large. In the State Tower Building, Syracuse, the 
expresses running from the 10th to the 21st floors 
are smaller than the locals running only to the 
lOth. In this building one finds an excellent ex- 
ample of the use of the "combination car." Iso- 
lated by a separate signal system, this car does the 
freight work during the day and is most advan- 
tageous for the night duty of passengers and 
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State Tower Building, Syracuse 
Thompson & Churchill, Architects 


freight. During rush hours it may be switched 
into the general signal system and aid in coping 
with the peak loads. It is the one car that serves 
every floor. The shaft doors serving the "combi- 
nation car” slide as the others and may swing 
open to permit entrance to the full breadth of the 
car. The architects permitted the dimensions of 
this door to control that of the others, because it 
made possible uniformity of design and greater 
domination of the corridors. The shaft is from 8 
to 12 inches in excess of the car dimensions on 
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18th Floor Plan Above 


Ground Floor; 
State Tower Building, Syracuse 
Thompson & Churchill, Architects 


three sides. The floor entrance doors are general- 
ly constructed with jambs that approximate the 
width of the car, but the actual opening is con- 
trolled by the sliding doors which are permitted 
to open but from 3 to 374 feet, a dimension which 
has been found generally satisfactory. 

In dealing with a proposed building whose fu- 
ture is made uncertain by a host of probabilities, 
the architect should take into account the possibil- 
ity of there being a demand for more elevators, 
and should show on his plans the location of fu- 
ture shafts that there may be no conflict with the 
steel or with the general functioning of the plans 
if additional elevators should be found necessary 
atalater date. The Park Avenue Building, New 
York, presents an admirable example of planning 
where almost any variation of usage can be ac- 
commodated. The plan permits of a possible fu- 
ture shaft, and in addition to an installation of 
26 elevators, it includes three blank shafts to care 
for future wants. 

Significant to the importance of these elevators is 
a quotation from the architect, Ely J. Kahn, writ- 
ing on the “Economics of the Skyscraper”: “The 
height of the building was determined through a 
table of calculations largely affected by the num- 
ber of passenger and freight elevators serving the 
various floors. The set-back conditions, column 
centers, standpipe regulations, stairways, toilets 
and the like, fixed the extent of the service por- 
tions, and the relations of the usable space to the 
unproductive area determined reasonably soon at 
what floor to stop." : 

The danger of writing of the elevator problem 
lies in departing from generalities. One corpora- 
tion found regretíully that the dissemination of 
data led more to a misconception of the problem 
than any aid to its solution, and now it devotes all 
of its energies to working with the architect. 

The author wishes to acknowledge the cour- 
tesy of the Otis Elevator Company in providing 
the diagrams on pages 760 and 7ór. 
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PREVIOUS paper upon this subject, pub- 

lished in THE Arcurrecrurat Forum for 
January, dealt with the methods by which sound 
is transmitted through partitions of apartment 
houses and discussed some of the changes in con- 
struction that were desirable to obtain better 
sound insulation. It is the intention in the pres- 
ent paper to give numerical data on some of the 
more common types of construction and to ex- 
plain what is meant by the results. 

Methods of Expressing Results. All of the 
results referred to in this paper have been ob- 
tained by the use of the telephone as a detector 
and measurer of sound energy. The indications 
of this instrument are given on what is called 
the “physical scale,” which measures the energy 
of the sound wave. But the instrument most 
universally used for detecting sound and esti- 
mating its intensity is the human ear, and un- 
fortunately the ear does not respond according 
to the physical scale. As the intensity of a sound 
increases steadily on the physical scale, the re- 
sponse of the ear fails to keep pace with it. 
There appears to be in the ear a regulating or 
protective mechanism whose nature is not under- 
stood, which, like the well known mechanism of 
the eye, protects the organ against excessive 
stimulation. Experiment shows that the response 
of the ear is proportional to the logarithm of the 
physical intensity, that is, energies proportional 
to 10, 100 and 1,000 would produce in the ear 
effects proportional to 1, 2 and 3 respectively. 
This logarithmic scale has sometimes been termed 
the “ear scale." The telephone engineers’ for 
some time have been using a scale expressed in 
sensation units. This scale merely multiplies the 
numbers on the ear scale by 10, the unit of this 
new scale being that fractional change in intensity 
which is approximately the smallest that the aver- 
age ear can detect. For this reason this unit is 
called a “sensation” unit. In the example given, 
the intensities corresponding to 1, 2 and 3 on the 
ear scale would be represented by 10, 20 and 30 
sensation units. Wallace Waterfall, in a private 
communication, has suggested the illustration of 
the values of the sensation units in familiar terms. 
We may call it an “ear sensation scale” (Fig. 1). 

Ear Sensation Scale. When considering a par- 
tition as a sound insulator, one wishes to know 
by how many sensation units a sound will be re- 


1 Fletcher: Bell Telephone Laboratories, Reprint B-152-1, 
Journal Franklin Institute, September, 1923. 


BUREAU OF STANDARDS 


duced when listened to through the partition. To 
illustrate this, suppose we refer to the ear sensa- 
tion scale. Assume the intensity of a sound to 
be 80 sensation units, but when listened to 
through the partition it is 30. The reduction 
factor in sensation units of the panel would be 
the difference between 80 and 30, or 50. 

Discussion of Results. The present paper gives 
the results of sound transmission measurements 
on a number of panels representing the usual 
types of construction. Table 1 gives the results 
of sound transmission at four different frequency 
bands, and also the average. Panel 30c gives an 
example of a double wall. The sound insulation 
is considerably more than it would have been if 
a single panel of the same weight had been used. 
Panel 59a is another illustration. In this case the 
panels were tested in a horizontal position, the 
upper panel being supported at the four corners 
by wooden blocks. Panel 59b was the same as 
59a, except that hair felt pads were placed above 
and below the wooden blocks supporting the 
corners of the second panel. The air space was 
the same as for 59a. The pads improved the 
sound insulation by approximately seven sensa- 
tion units. An improvement of about this much 
can generally be expected by the use of pads, 
providing no nails are driven through so as to 
spoil the effect of the pad as a sound insulator. 
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Fig. 1. Diagram Illustrating the Values of Sensation 
Units 
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Panels 59c, 59d and 59e show the effect of 
introducing material into the air space. Panels 
59c and 59d give the same sound transmission 
within experimental error as 59b. Panel 59e 
shows some improvement,—approximately three 
sensation units. This improvement would hardly 
appear sufficient to justify the additional cost. 
The results from this group of panels indicate 
that practically all of the sound energy was trans- 
ferred from the first surface to the second 
through the corner supports, and that if filling 
material is introduced loosely into the air space 
in such a wall, it has little if any value in improv- 
ing the sound-insulating qualities of the wall. 
This agrees with the results found by Paul 
Sabine? for hair felt. It has been a common as- 
sumption with builders that good (felt) heat- 
insulating materials are likewise good sound in- 
sulators. Experiments do not bear this out. In 
some cases there is a slight improvement in sound 
insulation. In many cases there is no improve- 
ment, and in a few cases a filling material which 
is a good heat insulator may actually decrease the 
sound insulation. Various attempts have been 
made to improve wood stud construction so as 
to obtain better sound insulation, but none of the 
structures tested have proved to be better than 
some of those given in Table 1. For masonry 
construction there are apparently three methods 
for improving the sound insulation; (1) The wall 
can be made very heavy, but in many cases this 
is not practicable. (2) A double wall can be 
built as illustrated by 30c. This wall gives very 
good sound insulation ; it is not excessively heavy, 
but is rather difficult to build, as it is essential that 
mortar should not be dropped into the air space 
and thus form a tie between the two walls. (3) 
The wall can be built in layers as described in 
the first paper ( January, 1929), The numerical re- 
sults for this work are not available at the present 
time, but the indications are that they will be 
about the same as for a double wall. 

In addition to transmission measurements made 
with the telephone as a sound detector, a good 
many audibility tests have been made by different 
observers of the Bureau of Standards with differ- 
ent panels under test. From these observations 
some general statements as to the meaning of the 
reduction factor might be made by classifying the 
panels in four groups: 

1. Panels whose reduction factors are over 60 
sensation units, Conversation carried on in an 
ordinary tone of voice is reduced to inaudibility 
in passing through the panel. If there is an 
external noise in the listening room, a shout on 


3 Paul Sabine “Architectural Acoustics," The Armour Engineer, 
May, 1926. He also found that heavier materials, such as saw- 
dust and slag, increased the sound transmission. 
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the other side of the panel would be practically 
unnoticeable. 

2. Panels whose reduction factors lie between 
50 and 60 sensation units. Conversation in ordi- 
nary tones heard through the panel is barely audi- 
ble but unintelligible. If the voice is raised, it 
may become intelligible. 

3. Panels whose reduction factors lie between 
40 and 50. Conversation in ordinary tones heard 
through the panel is quite audible, but difficult to 
understand. If the voice is raised, it becomes 
easily intelligible. 

4. Panels whose reduction factors are less than 
40. Conversation in ordinary tones is distinctly 
audible and intelligible through the panel. 

These comparisons are based on tests in a lis- 
tening room in which there was no noise, and 
which was quite reverberant. In a room fur- 
nished with rugs, draperies orother sound-absorb- 
ing objects, the result would be apparently more 
effective than when tested in bare rooms. Atten- 
tion must also be called to the effect of external 
noises. If a panel having a reduction factor of 
between 30 and 40 sensation units is taken as an 
example, these facts may be noticed. If there is 
no external noise, and if the panel acts as the 
wall between two rooms which are fairly re- 
verberant, it is quite easy for two people who 
are on opposite sides of the panel to carry on a 
conversation ; but if there is the slightest noise in 
the room where the person is listening, the con- 
versation becomes a mumble, and the chances are 
that not a single word will be understood. The 
louder the noise in the room, the greater the 
masking effect, 

From this it is readily seen that a partition 
might give entirely satisfactory results under 
some conditions while under other conditions it 
would be unsatisfactory. In other words, when 
choosing the type of partition to give proper 
sound insulation, two things should be known,— 
the intensity of the sound which it is desired to 
reduce to inaudibility, and the minimum intensity 
of the sounds present in the room where the 
listener is located. For instance, very slight 
noises in this room might mask any sound having 
an intensity of 20 or less sensation units. If the 
noise which we wish to reduce to inaudibility has 
an intensity of 70, the wall or partition should 
have a reduction factor of 50. This will reduce 
the sound to an intensity of 20 units, and this 
would be masked by the other noises present so as 
to be inaudible. If the room is absolutely quiet, 
it will be necessary to have a partition with a 
reduction factor of 70 to reduce the sound to 
inaudibility. Whether a partition is satisfactory 
or not, therefore, depends upon the intensities of 
other noises present as well as upon the sound- 
insulating qualities of the partition which is built. 


$ THE BUILDING SITUATION $ 
A MONTHLY REVIEW OF COSTS AND CONDITIONS 


HE money value of construction contracts 

awarded in the 37 eastern states during the 
month of March is given by the F. W. Dodge 
Corporation as $484,847,500. This represents an 
increase of 34 per cent over the value of contracts 
awarded during the previous month, but a de- 
crease of 18 per cent from that of March of last 
year. For the first quarter of 1929 the total given 
is $1,256,089,300 which is 15 per cent below the 
figures for the first quarter of 1928. In the sec- 
tion which includes New York and northern New 
Jersey, the March contract total of $111,539,200 
exceeds that of February by 49 per cent, but it 
was 27 per cent below the total for March of 1928. 
For the quarter the 1929 total showed a decrease 
of 32 per cent from that for the corresponding 
period of 1928. The New England March con- 
struction total was $31,970,300, an increase of 21 
per cent over February and a decrease of 24 per 
cent from that of March of last year. The con- 
tracts for the first quarter amounted to $87,719,- 
400, which was 13 per cent below the total for the 
corresponding quarter a year ago. The Pittsburgh 
district showed improvement of 10 per cent for the 
first quarter of 1929, with a total of $160,372,700, 
as compared with the first quarter of 1928. The 
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March figures of $52,965,900 were 6 per cent 
above those for February, but 31 per cent below 
March, 1928. An even stronger upward trend 
is shown for the northwest, where the March 
total of $5,494,300 exceeded that of February by 
47 per cent and equaled the total for March, 1928. 
For the first quarter in this district an improve- 
ment of 43 per cent over the first quarter of 1928 
is noted, with a total contract valuation of $12,- 
750,200. In the middle Atlantic states, the cen- 
tral west, and the southeastern states, similar 
trends were in evidence. The middle Atlantic 
states, with March contracts valued at $59,069,- 
200, showed an improvement of 17 per cent over 
February, but a decline of 16 per cent from 
March of 1928. The total for the first quarter, 
$119,517,700 was 3 per cent below that of the 
first quarter of 1928. In the central west the 
March total of $159,609,300 was 61 per cent 
above February, but 9 per cent below that of the 
previous March. For the first quarter of 1929 
this district lagged 16 per cent behind the figures 
for the corresponding period of 1928. The south- 
eastern states, with a total of $115,011,400 for 
the first quarter of 1929, were also 16 per cent 
behind their 1928 figures for a similar period. 
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THESE various important factors of change in the building situation are recorded in the chart given here: (1) 
Building Costs. This includes the cost of labor and materials; the index point is a composite of all available re- 


ports in basic materials and labor costs under national averages. 


(2) Commodity Index. Index figure determined 


by the United States Department of Labor. (3) Money Value of Contemplated C. — Values of building ior 
which plans have been filed based on reports of the United States Chamber of Commerce, F. W. Dodge SSUICL 
Engineering News-Record. (4) Money Value of New Construction. Total valuation of all contracts aci y let. 


The dollar scale is at the left of the chart in millions. 


(S) Square Foot Area of New Construction. The measured 


volume of new buildings. The square foot measure is at the right of the chart. The variation of distances between 
the value and volume lines represents a square foot cost which is determined, first by the trend of building costs, 


and second, by the quality of construction. 
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WALL STREET ENTERS 


BY 
JOHN TAYLOR BOYD, JR. 


HAT part will the architect play in the 
profound changes which may be impending 
in construction and real estate, if the movement 
toward huge scale operation, starting in New 
York, continues to develop? Recent months have 
witnessed a startling series of immense mergers, 
combinations and financial alliances of construc- 
tion and real estate interests,—including in one 
case, a group of well known architects. Two of 
these combinations have provided themselves with 
the sinews of war in the shape of strong Wall 
Street backing, and all for the purpose of issuing 
securities for real estate and construction develop- 
ments. The successive announcements of these 
programs were enough to surprise even New 
York, accustomed as it is to vast enterprises. In 
the present era, economic changes arrive in an in- 
dustry with devastating swiftness,—often, alas, 
catching individuals unprepared. If such is to be 
the case in the construction field, architects might 
find it to their advantage to note these recent hap- 
penings and to mark whatever future progress 
they may make. For it is not impossible that the 
building industry and its allied activity, real es- 
tate development, may at last be affected by that 
trend toward large financial combinations which 
. has become characteristic of American industry. 
Chiefly the matters here under consideration are 
of these three kinds: 

1, The launching of the huge real estate-con- 
struction-financing organizations and combina- 
tions just referred to,—in particular the Beaux- 
Arts Development Corporation, a syndicate 
composed chiefly of architects under the presi- 
dency of Kenneth M. Murchison, in combination 
with the U. S. Realty & Improvement Company 
and its construction subsidiary, the George A. 
Fuller Company, and with the backing of the 
National City Bank in a program that is an- 
nounced in the New York press as contemplat- 
ing expenditure of $100,000,000. 

2. New methods of financing contemplated by 
these huge organizations, involving issuing securi- 
ties to the public for both a part of the equity and 
for the mortgage portions of cost of a building 
operation, the effect of these financial plans, how- 
ever they vary in details, being to supply almost 
unlimited funds at a much lower cost than could 
be done by conventional real estate methods. 

3. The organization of the Real Estate Board of 
New York Exchange intended to develop a pub- 
lic market for real estate securities of all classes. 

Naturally, such a far-reaching development is 
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causing no little discussion,—not to say anxiety,— 
as to what may be its effects on the building in- 
dustry and the various interests within it. So far, 
the new movement does not seem dangerous to 
the architect, but quite the contrary. In contrast 
with similar attempts in the past to establish huge 
construction-financing concerns, in which the arch- 
itect was eliminated except as an employe, these 
companies generally retain independent architects 
for their buildings on a professional basis. Fur- 
thermore, since they issue long-term securities 
against their properties, they have a strong motive 
for having these properties hold their value dur- 
ing the lives of the issues. On this account they 
recognize that sound architecture is a factor in 
giving investment values to buildings, as distin- 
guished from a speculative status. 

But if there is no threat to architecture in- 
volved, this cannot be said of some of the other 
interests in the construction industry,—namely, 
contractors, promoters, “operators,” material 
manufacturers, and real estate financing organi- 
zations. Others among these interests, on the 
other hand, should profit by a trend toward large 
scale building. The material manufacturer, for 
example, will approve of the large transaction, 
carrying with it large single orders, excellent 
credit risk and a demand for durability of con- 
struction. If the lightning strikes in his direction, 
it may be in the form of mergers or combines 
among the 10,000 or more manufacturers of build- 
ing materials and equipment, if the example of 
the American Radiator Company-Standard Sani- 
tary Manufacturing Company merger finds imi- 
tators. The fact that the stock of these two com- 
panies was listed on the New York Stock Ex- 
change is significant in two ways,—first, it in- 
vited the merger, and second, it allows the com- 
panies concerned to obtain their supplies of capi- 
tal on the favorable terms which that securities 
market affords. 

One interest, however, may find the competi- 
tion of these combinations formidable. That is 
the “old line" mortgage-bond companies and the 
junior mortgage finance companies, whose charges 
for discounts may require drastic revision in or- 
der to bring the costs of their financing down to 
the level of that of the newcomers, as will be ex- 
plained later on in this article. Of course, any 
such reduction should vastly benefit the building 
industry. Financing charges in many building 
operations comprise almost as large an item as 
do either labor or materials of construction. Fi- 
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nancing is the one department which offers the 
greatest opportunity of cutting building costs and 
thus expanding the market for new buildings. 
Some of the vast possibilities in this direction I 
outlined in Tae ARCHITECTURAL Forum for Jan- 
uary, 1928,—“Housing, the Responsibility of the 
Building Industry.” 

Further possible effects on the various interests 
in the building world must be left to conjecture as, 
and if, the movement develops. Obviously, the 
economic ramifications are too great, and the 
movement itself is too new, to allow one to make 
very definite statements as to its ultimate effects. 
Nevertheless, as a general result, there is likely to 
occur throughout the industry a drastic scaling 
down of overhead. The architect also may not 
escape this turn of fortune’s wheel. He might 
find interesting Mr. Murchison’s reply to my 
question as to how the architect in the smaller 
towns and cities might fare: “Why not let him 
put our plan into effect, in combination with the 
local bank ?” 

Possibly the new plan will be unfavorable to 
some real estate promoter or “operator.” Today 
commercial building promotion is generally in the 
hands of wealthy individuals and their financial 
following, acting in groups or syndicates, and or- 
ganized as “private” or “closed” companies, in 
the language of Wall Street. By contrast, the 


new method largely—though not entirely,— 
transfers the initiative to large "public" corpora- 
tions which obtain the principal of the cost of a 


building operation, including a portion of the 
equity, directly from the public by means of se- 
curity issues of stock. To anyone familiar with 
the building industry, this is a significant change. 

Another result of these financial plans is to in- 
troduce the “chain” principle into real estate, as 
distinct from the principle of the isolated opera- 
tion and the "revolving fund" idea. Chains of 
properties are developed, spreading the financial 
risk. The chain forms a nucleus for expansion 
along the lines now familiar in other industries, 
such as the retail merchandising field. The 
strength and prestige of the chain allows rapid 
expansion by making easy the raising of addi- 
tional capital for each new unit. 

This general summary of the new movement 
becomes clearer in a more specific description of 
a new organization. The most interesting of 
the new “mergers” is the combination mentioned 
of the syndicate of architects, called the Beaux- 
Arts Development Corporation with the U. S. 
Realty & Improvement Company and the Nation- 
al City Company. The list of architects who are 
stockholders in the Beaux-Arts Development Cor- 
poration contains familiar names: Benjamin Wis- 
tar Morris; Delano & Aldrich; Voorhees, Gmelin 
& Walker; Charles Z. Klauder; Raymond Hood, 
Godley and Fouilhoux; John W. Cross; William 
H. Gompert; James W. O'Connor; and Whitney 
Warren. There are also four artists and decora- 
tors. The construction interest is represented by 
the George A. Fuller Company, and that of real 
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View of the Tudor City Group of the Fred F. French Company 


estate by Douglas and Roland Elliman and by the 
U. S. Realty & Improvement Company. The en- 
terprise is backed by the National City Company, 
which is the securities company of the National 
City Bank. Obviously, this is a combination 
strong in every sense. 

The first operation of this organization is the 
Beaux-Arts Apartments, a $5,250,000 project on 
East 44th Street, Manhattan, near the Beaux- 
Arts Institute of Design. The architects are the 
firm of Kenneth M. Murchison and Raymond 
Hood, Godley & Fouilhoux in association. The 
Beaux-Arts Development Corporation, the “par- 
ent” company, owned the site and contributed it as 
its part of the project, receiving in exchange sec- 
ond preferred stock in the Beaux-Arts Apart- 
ments, Inc., as well as a portion of the common 
stock, under the novel plan of financing which 
attracted so much attention in New York when 
it was announced. The Beaux-Arts Apartment 
Company is the company formed to put through 
this single apartment building project. This plan 
will be described in detail in a later article, along 
with several others of the sort. At this point it 
should be noted that the plan involved two major 
differences from the conventional real estate 
financing: (a) the mortgages were eliminated en- 
tirely, being replaced by an issue of 6 per cent 
first preferred stock to the amount of 75 per cent 
of total cost, carrying with it a bonus of the com- 
mon stock; and (b) the issues were sold by the 
National City Company and its vast chain of 


branches and associated investment houses ex- 
tending all over the country, even to other nations, 
at an underwriting cost of 5 per cent plus a profit 
in the form of a bonus of common. This common 
stock is expected to begin to earn dividends in 
about 11 years, after a large portion of the pre- 
ferred stocks is retired. Thus, by using the Wall 
Street machinery of securities distribution, in this 
case, the building enterprise obtained the advan- 
tages of (1) 75 per cent of the cost at a rate of 
about 6 1/3 per cent, as compared with a much 
higher rate charged for a first and second mort- 
gage totaling the same amount, or their equiva- 
lent in the conventional mortgage bond issue, in 
which discounts of from 11 to 18 per cent,—or 
even more, according to circumstances,—are not 
unknown, and (3) immediate sale of stock, this 
particular issue, it is understood, having been 
sold in one day. 

But there are two other sides to this triple com- 
bination,—that of the U. S. Realty and the Na- 
tional City Bank. The U. S. Realty & Improve- 
ment Company was incorporated in 1904, to re- 
place an older concern. Stated in ordinary terms, 
its field of operation appears to cover nearly all 
the possibilities of profit in real estate and con- 
struction operations. It has various subsidiary 
companies, including the George A. Fuller Con- 
struction Company. The balance sheet of U. S. 
Realty and its numerous progeny shows total as- 
sets of nearly $73,000,000 as of April 30, 1928. 
Earnings for the year previous were $5,516,302.- 
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60, equal to $7.52 per share on the common stock 
then outstanding. U. S. Realty owns several large 
buildings, including the Plaza Hotel and the 
Trinity (office) Building, New York. The 
George A. Fuller Company did a huge construc- 
tion business last year on the cost-plus fee basis. 
Now, in its size and scope of operations, the 
U. S. Realty & Improvement Company is not, of 
course, unique. The idea of the large develop- 
ment-financing-contracting company is not new, 
and examples of it have long been known in va- 
rious sections of the United States. Familiar in- 
stances are the group of engineering-construction 
concerns, such as the Turner Construction Com- 
pany, the J. G. White Engineering Company, and 
Stone & Webster. In the more strictly real estate 
field, the rise of the Fred F. French organization 
since the war is familiar. The French Company, 
in fact, goes even further, in maintaining its own 
architectural and stock selling departments. 
What then is the significance of the U. S. Real- 
ty to the building world as an instance of new 
economic development? The answer is chiefly in 
its new financial methods. The significance of 
the U. S. Realty's methods of financing, centering 
about its alliance with the National City group, 
is two-fold: (1) possibilities of obtaining capital 
at low cost for each specific building project, and 
(2) alternative means of obtaining cheap funds 
through its listing of its stock on the New York 
Stock Exchange. The first advantage has been 
briefly mentioned and will be illustrated more spe- 
cifically, as noted, in a later article. The second 
advantage, namely that derived from the “Big 
Board” listing, appears perhaps most novel to 
those familiar with conventional building finance. 
It deserves a brief explanation. On January 1, 
1929, U. S. Realty capital consisted of approxi- 
mately 733,000 shares, no par common, with no 
senior obligations ahead of this issue of the parent 
company in the form of bonds or preferred 
stocks, although there were such obligations and 
some mortgages outstanding against some of its 
subsidiary organizations. As noted, this stock 
earned $7.52 a share for the year ended April 1, 
1928, and paid $4 dividends. Stock dividends of 
10 per cent each were paid to stockholders in 
1925 and 1927. December 31, 1928, the closing 
price of the stock was 8414, the lowest price of 
the year having been 6474, on February 4. Its 
highest price for the year was 9356, on May 7. 
In these bare, apparently irrelevant, figures 
there lies a deep meaning. The meaning is, in 
brief, that shareholders were willing to pay a 
high price for U. S. Realty, in the hope of re- 
ward, not so much in interest return, but in the 
shape of stock dividends, in rights on new issues, 
and in the expectation of appreciation of price of 
the stock itself as the company made money on 
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an increasing scale; also as a result of the favor 
of its stock among the public, U. S. Realty was 
able this year (1929) to raise new capital for its 
various purposes, to the extent of 244,367 addi- 
tional shares of common stock, which were of- 
fered to the stockholders at $80 per share. The 
point here to be made is the remarkable advan- 
tage to U. S. Realty of having its stock listed on 
the New York Stock Exchange, enabling the 
company to raise some $19,000,000 new capital 
on a basis of 5 per cent or possibly a slightly 
higher rate. 

One should not suppose that this apparent draw- 
ing of rabbits out of the Wall Street hat is pure 
financial magic. Notwithstanding the controversy 
over the gigantic speculation in the security mar- 
kets, U. S. Realty did supposedly offer something 
tangible in return for these liquid- assets of new 
capital,—something more than the prospect of 
speculative appreciation in the price of its stock. 
These considerations are generally : 

l. Liquidity of a ready market. 

2. A history of several years' steady expansion 
in size and earnings, an indication of sound, ca- 
pable management, 

3. Diversification of risk in its operations, con- 
servatively undertaken, in providing a basic ne- 
cessity of life. 

4. Ability to meet competitors on account of 
the economy of large-scale methods and econom- 
ical financing. 

5. Financial responsibility of the company. 

6. Responsible financial statements made pub- 
lic and at stated intervals, as required by the 
rules of the New York Stock Exchange as a 
qualification for listing. This is only a part of the 
spotlight of publicity which beats upon a com- 
pany whose securities are listed on the “Big 
Board” where they must compete for the favor 
of the investing public, advised as it is by an 
army of investment brokers’ experts, against the 
stock of others of the most powerful industrial 
and public utility corporations and railroads. 

7. Value of stock to investors as collateral, due 
to its Stock Exchange listing. 

8. Partnership in a large, successful company. 

Clearly, a huge “public” corporation, seeking 
the favor of the investment public in a world- 
wide public market, has its heavy responsibilities, 
and its own stiff competition to meet, although 
these may be different from those of the conven- 
tional “closed” real estate company. All this re- 
sponsibility is summed up in the question which 
the investor asks an investment expert—or his 
banker: “Which do you think is the best buy at 
present prices, General Motors or U. S. Realty?” 

So U. S. Realty appears to have two strings to 
its financial bow. Whichever one it chooses to 


use, the public offers its savings for a low re- 
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turn. How different this is from the characteris- 
tic real estate operation! In the usual operation, 
only the first mortgage proportion of the proj- 
ect’s total cost resembles this favorable situation. 
But, as everyone knows, terrific charges are de- 
manded for junior mortgage discounts, and the 
junior mortgages must usually be paid off in a 
very few years. Worse yet, almost anything must 
be promised to the wealthy “operators” who are 
solicited for stock participation, or to the go- 
between who can influence them to join in the 
venture. In New York a “proposition” must 
“show a paper profit” of 15 per cent or more, de- 
pending on circumstances, to attract capital for 
the equity. Another defect of the conventional 
method is that this crushing burden of finance 
costs comes heaviest in the first few years of the 
project’s history, at precisely the time when it is 
being established as a going business. Sometimes 
the load brings foreclosure to a worthy project. 

The other familiar effects of this conventional 
real estate method of financing naturally follow, 
—namely, the high speculative risk, the pressure 
to build for quick re-sale, “shoestring” financing, 
untertain credit, and minimum financial respon- 
sibility of the promoters through the practice of 
incorporating each building operation as a sep- 
arate company. Still other evils follow, each ag- 
gravating the others and creating a chain of 
doubtful links. These are low standards of de- 
sign, of construction, and of building manage- 
ment; high costs of small-scale production; ex- 
cessive overhead; and, finally, lack of coórdina- 
tion of the various elements in the building indus- 
try which coóperate to produce a building, and 
the splitting up of real estate into a number of 
small units and holdings. In contrast, the Beaux- 
Arts Development Corporation and the U. S. 
Realty & Improvement Company-National City 
Company combination follows an almost contrary 
set of principles. Allowing for the difference of 
conditions in specific cases, which of the two 
methods is the better? Which, in the long run, 
will be the more beneficial to the building industry 
and to the architect? In any case, the new meth- 
od, which is simply that which is extensively 
practiced throughout American business and in- 
dustry, has certain definite advantages in compe- 
tition. I believe that we are likely to witness a 
new development on these novel principles, which 
are those of large-scale operation. They seem to 
me to be sound and logical, notwithstanding the 
fact that there are some dangers. 

Three years ago, when our organization, as 
consulting architects, assisted the New York State 
Housing Board to prepare its practical program, 
I had an opportunity to study the matter. This 
plan is set forth in the article "Housing,—the 
Responsibility of the Building Industry," pub- 
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lished in Tur Forum for January, 1928, already 
mentioned. Briefly, it was set forth there that 
the building industry enjoyed an opportunity for 
unparalleled activity,—on a greater scale, in fact, 
than anything which the post-war building boom 
has yet seen,—in developing a large-scale con- 
struction program based on low-cost financing 
through use of the Wall Street machinery, by this 
means supplying housing to the middle economic 
third of the population. Now, evidently, these 
principles of building organization that were first 
formulated chiefly by architects are coming into 
actual operation. 

Returning to a specific consideration of these 
new organizations, a brief mention of the other 
large concerns may be of interest. The Beaux- 
Arts-U. S. Realty-National City combination has 
been chosen as the most typical, and in some ways, 
most interesting. But it is not the only one of its 
type. A second great combination of somewhat 
similar character, though possibly more conven- 
tional, is the $42,000,000 General Realty & Utili- 
ties Corporation. This concern is affiliated on the 
construction side with the Thompson-Starrett 
Company, and on the real estate development 
side with the Tishman Realty & Improvement 
Company, the stock of both being listed on the 
New York Curb. General Realty & Utilities, too, 
has its Wall Street connection. It is backed by a 
group of investment houses and other public 
utility interests, particularly Stone & Webster. On 
its directorate are representatives of six Wall 
Street investment houses. Organized this win- 
ter, this company, pending development of its 
program, placed $10,000,000 in construction loans 
advanced to other builders, and lately it has an- 
nounced a huge new building project on the East 
River front of Manhattan. 

A third large and expanding organization is 
that of the Henry Mandel Associates. It re- 
sembles the Fred F. French Company in its com- 
prehensive activity in all phases of real estate and 
building, including the sale of its securities by a 
department of its own organization, However, 
it is not “its own architect.” Its latest announce- 
ment is a $25,000,000 block of 16-story apartment 
houses on West 23rd Street, of which Farrar & 
Watmough are the architects. This group, planned 
two rooms deep, covering as it does 49 1/3 per 
cent of the site area, and containing a great block 
garden in the center of the plot, 71 feet at its 
narrowest, is an example of the enlightened pol- 
icy of this company toward sound architecture. 
Its financial plan, which involves the principle of 
selling securities to the public, based on individual 
building projects and carrying, in addition, a 
share in the chain of properties contemplated by 
the Mandel plan, will be explained in a later article. 

The Fred F. French Company is more widely 
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known, having been established some time, and 
also being known through its extensive stock sell- 
ing publicity. Its “Tudor City" development in 
the Grand Central district of Manhattan covers 
approximately six acres, extending from 40th to 
44th streets and situated between First and Sec- 
ond Avenues. Nine buildings of the apartment or 
apartment-hotel type are either built or under 
construction, and a little more than half the site 
remains undeveloped. There is a huge interior 
garden equal to two city blocks in the center of 
Tudor City. The total expenditure in land and 
in buildings built and now under construction has 
been about $30,000,000. 

It will be noted that both the French and the 
Mandel organizations do not use Wall Street in- 
vestment houses to market their securities, Pre- 
sumably, for their own purposes at least, they 
market their own stock themselves directly to the 
public because it is cheaper. Of course, they are 
thus performing a great task, one that is doubt- 
less possible only because these two concerns oper- 
ate steadily on a vast scale. In this connection, 
it is said that the French Company's securities 
are sold in increasing amounts in the “over-the- 
counter," or unlisted securities market of New 
York. This over-the-counter market for stocks 
has grown greatly in recent years, and is now 
rather firmly controlled by the Unlisted Dealers' 
Association, a responsible organization actively in- 
terested in preventing abuses in sales of securi- 
ties. Many stocks of the highest investment cal- 
iber, such as the shares of the New York banks, 
are sold chiefly in this market. Thus it is active, 
"liquid," and its best securities possess a certain 
collateral value at the banks. Still another or- 
ganization is the Lefcourt Realty Corporation, 
whose stocks are listed on the New York Curb. 
It, however, does not do its own construction or 
its own architecture. Shreve & Lamb are the arch- 
itects for its latest great building, the 38-story 
office building located on the corner of Fifth 
Avenue and 43rd Street. In this building Tue 
ARCHITECTURAL FoRUM has its new home, in 
company with other technical and business maga- 


ARCHITECTURAL ENGINEERING AND BUSINESS 


Part Two 


zines. Here is still another illustration of the 
merger movement. 

Finally, it may be pertinent to point to the fact 
that the conventional type of mortgage bond issue 
has for several years attracted Wall Street invest- 
ment houses. A number of them have floated 
some of the largest issues. A typical case is G. 
L. Ohrstrom & Company, a house active in pub- 
lic utility issues. In its real estate financing, G. 
L. Ohrstrom has limited itself to office buildings. 
On the other hand, several of the conventional 
mortgage bond companies, which formerly spe- 
cialized almost exclusively in real estate issues, 
have gone more and more into general security is- 
sues. An example is S. W. Straus & Company, 
whose Fifth Avenue building bears this lettering : 
“Straus National Bank & Trust Company.” 

Such is the brief record of a number of inter- 
esting developments which may, or may not, in- 
dicate a new economic trend in the building world. 
Time alone can tell the outcome. In any case, 
the architect should view the movement from two 
sides. One is the possible effect on the building 
industry and on architecture, as a whole; the 
other is the effect on himself. As to the latter, 
the individual architect is doubtless his own best 
judge. Let him be prepared for any changes 
that may come. And as to the former, architects 
should try to realize (1) the enormous stimulus 
to building which should result from the greatly 
reduced costs possible in large-scale operation, in 
the method of “public” financing, and in the 
greatly reduced cost of operating buildings in 
large developments comprising a city block or 
more; (2) the higher architectural standards in- 
cident to long-term security issues; (3) economic 
stability of large-scale operation to the construc- 
tion industry; (4) better standards of archi- 
tecture, 

There is, of course, no guarantee of these bene- 
fits, but it may be well for architects to lend their 
influence in the direction of progress and, if the 
new movement spreads throughout the industry, 
to do all they can to see that it is rightly handled 
and kept in strong, responsible hands. Otherwise 
its effects on the industry might be disastrous. 
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On of the main objects of public regulation 

of building construction is to prevent un- 
due hazard to life and neighboring property from 
fire. Fire exposure arises from interior and ex- 
terior origins. The evaluation of the exterior ex- 
posure can be done only with difficulty in quanti- 
tative terms, and the gradual accumulation of 
data from actual fires will probably continue as 
the main guidance in providing the proper pro- 
tection. The present paper will deal mainly with 
methods of gauging the severity of fires resulting 
from the burning out of the contents of buildings 
whose walls, floors and column constructions are 
sufficiently fire-resistive to be capable of with- 
standing a complete burning out of the buildings’ 
contents without collapse of major parts. It is 
only when the problem is thus restricted that there 
is much possibility of obtaining experimentally 
quantitative information pertinent to the answer 
sought, The severity of fires completely consum- 
ing the combustibles of frame buildings and ma- 
sonry-walled buildings with combustible interior 
construction is of interest mainly as it concerns 
the exposure to adjacent or neighboring buildings 
and the fire exposure on party and fire walls and 
on record containers. As it concerns the severitv 
of fires in buildings with interior combustible con- 
struction protected with incombustible floor, ceil- 
ing and wall finishes, the present discussion will 
apply up to the limit set by the fire resistance of 
these protections. 

The Standard Fire Test and Building Fires. 
Indications of the intensity of building fires have 
been obtained from fused metals and from gen- 
eral fire effects on materials, on the reaction of 


Fig. 1. Interior View of Large Building Before 
Test With Office Occupancy 


which to temperature or fire exposure, such as in 
test fires, information is available. The fire ruins 
or reports of fires give, however, little informa- 
tion on the duration of the temperatures in a giv- 
en portion of a building. The absence of data 
indicating how forms of construction or devices 
giving a certain record of performance in the 
standard fire test to be applied as protection 
against fire conditions in buildings with as much 
precision as results of strength tests are applied 
for load-carrying purposes, led me to consider 
the possibility of conducting burning-out tests in 
suitably designed structures to obtain the needed 
information. If such tests could be made to yield 
quantitative information on the equivalent fire 
durations to be expected with given building types 
and occupancies, it would help matters measur- 
ably to place the whole matter of fire-resistance 
requirements on a rational basis. Fire is a con- 
tingent condition that may or may not involve a 
building or given portion thereof in its lifetime. 
In theory, at least, the owner should be required 
to make provision for safety to life within and 
near the building and for protection to adjacent 
and neighboring property, only as it concerns the 
building type and size proposed and the type of 
occupancy for which it is intended. With require- 
ments more or less uniform for all occupancies, 
the tendency would be to require more than the 
needed protection for buildings with the lighter 
occupancies from the fire hazard standpoint, and 
not enough for those with greater proportions of 
combustible contents. 

Test Structures and Testing Methods. The first 
building, erected in 1922, was a one-story brick 


View of Large Building During Test 
With Office Occupancy 


Fig. 2. 
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Fig. 3. Standard Furnace Exposure Cooling Curves and 
Curve From Occupancy Test 


and concrete structure, 15 by 29 feet inside and 
about 9 feet in its dimensions from floor to ceiling 
without finish. This was filled with discarded fur- 
niture and records to simulate an office or light 
commercial occupancy,a wood top floor on sleepers 
in cinder fill being provided in some of the tests. 
The fire was started either in a waste paper basket 
placed near one of the desks or it was given what 
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approximated an exposure fire start by burning a 
quantity of oil-soaked wood kindling in a grate 
about 3 feet in diameter and 7 feet high placed 
in one corner of the room. A metal shield around 
it was withdrawn when the contents were burn- 
ing freely, the temperatures from the resulting 
hot blast being above the ignition points of wood 
and paper over most portions of the room. Piv- 
oted shutters in the walls were regulated to give 
what was deemed to be the proper amount of air 
for maximum fire conditions within the room. 
Three tests with wood furniture and records, giv- 
ing combustible contents inclusive of the wood 
floor, if present, from 13.1 to 15.4 pounds per 
square foot (Table 1), were conducted in this 
building, and also one test with records on wood 
shelving giving 55.4 pounds per square foot. The 
tests with office and records occupancy were re- 
peated in a larger building, 30 by 60 feet in plan, 
with a monitor over the center section to provide 
draft conditions similar to those produced by an 
open stair or elevator shaft. This room was 
deemed to be of a size sufficient to account for 


TABLE 1 


RESULTS OF FIRE INTENSITY-DURATION TESTS WITH OFFICE AND RECORD ROOM 
OCCUPANCIES 


Amount combustible materials 


Equivalent fire duration 


Occu- 
pancy 


Finish 


Furniture 
floor 


Building 


Wood 
Wood 


Small Exposure 


Small 
Small 


Large, 
E. section 
Large middle|Exposure 
section 
Large 
W. section 
Small 


Wood desks, 
files, etc. 
Wood desks, 
files, etc. 
Wood desks, 
files, etc. 
Wood desks, 
files, etc. 
Wood desks, 
files, etc. 
Wood desks, 
files, etc. 
Steel desks, 
files, etc. 
Steel desks, 
files, etc. 
Steel desks, | Wood 

files, etc. 
Steel desks, | Wood 
files etc. 


Wood shelving] Cement! 


Slow 
Cement Exposure 
Wood 
Wood 
Wood 
Wood 
Wood 


Slow 


Exposure} 

Exposure. 
Small 
Small 
Small 

p um 


Large middle |Exposure 
section 


Exposure 
Exposure 
Exposure 


Slow 


Wood shelving] Cement} 


Wood shelving] Cement! Exposure! 


Wood shelving| Cement Exposure 


Skeleton type|Cement Slow 
steel shelving 
Partitioned 
type | 
steel shelving 


Cement Exposure! 


Approx. 
B.t.u. per 
cu. ft. of 
room 
volume 
13,100 
13,200 
11,500 
15,800 
11,300 
15,400 
8,400 
8,400 
9,500 
9,500 
33,000 


Approx. 
ps B.t.u. per 


E 


300°C. 
base 
Hr.-Min. 


150°C. 


sq. ft. of 
floor area 


120,000 0-47 
121,000 
105,000 
166,000 
132,000 
162,000 
76,900 
76,900 
87,000 
87,000 
347,000 
411,000 


1-15 
0-54 
1-51 |: 
$-49 
1-51 
0-01 


0-05 
0-02 


0-11 
3-17 


35,400 
386,000 
440,000 
350,000 
333,000 


36,800 
48,000 
38,100 
36,400 
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the effect on the fire severity attributable to room 
area. A view within this room before test is shown 
in Fig. 1, and one during a fire test in Fig, 2. 
The fires were started at one or more points in 
one (the east) end of this room, the large room 
size rendering it impractical to attempt an expo- 
sure start for the fire as was done in the smaller 
room. However, as it concerns the middle and 
farther (the west) section of this room, the fire 
start can be regarded as equivalent to exposure 
from the burning of the contents of the section 
in which the fire originated. Air temperatures were 
measured at three levels ; measurements were also 
made of temperatures in the debris. In the smaller 
room between 35 and 40 thermocouples were used 
for these purposes ; in the other about 100. 

Heat of Combustion of Contents. Besides list- 
ing the combustible contents in pounds per square 
foot, the heat value of the contents is also given 
in Table 1 in terms of British thermal units per 
square foot of floor area and per cubic foot of 
room volume. The heat of combustion of the 
wood and paper constituting the contents was 
determined in tests on typical samples. 

Reduction of Temperature Data. From the 
temperatures at the different points in the room 
the average for the room or a given section there- 
of is obtained, which, together with the corres- 
ponding maximum and minimum temperatures, is 
plotted against time as abscissa. The data are also 
reduced to show the average temperatures at the 
different levels. As a rule, only the average room 
or section temperature is used in the comparisons 
to obtain the equivalent fire durations. In the 
case of the tests with office occupancy and steel 
furniture, the average temperature for the upper 
level, 18 inches below the ceiling, was also used. 

The standard furnace exposure curve used gen- 
erally in American fire-testing practice, together 
with cooling curves obtained from temperature 
measurements of our furnace chambers after the 
fire was shut off, are shown in Fig. 3. There is 
also given in Fig. 3 the average temperature 
curve from one of the burning-out tests. An ap- 
proximate comparative measure of severity is ob- 
tained by assuming that the area under the latter 
curve, expressed in degree-hours, gives severity 
equivalent to an equal area under the standard ex- 
posure curve and the cooling curve applicable for 
the given period. The assumption that equal 
areas under time-temperature fire exposure curves 
stand for equivalent severity of exposure is an 
approximation only, since in the heat conductiv- 
ity equation applicable for the case, the exposing 
temperature enters directly as a factor in the ex- 
pression for the temperature obtaining at any 
point within an exposed body, while the time, 
which is the other factor in the time-temperature 
area, enters as an exponent. However, we have 
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Fig. 4. Time-Temperature Curves From Record Storage 
Test With Wood Shelving in Small House 


so far found no better measure of comparison 
than this that can be conveniently applied. It 
might also be noted that temperature transmission 
through materials is retarded not only by the heat 
insulating properties present but also by calcina- 
tion effects and evaporation of free and combined 
water, and it appears probable that the effect of 
the fire exposure in breaking down resistance of 
the latter type is also measured approximately by 
the product of exposing temperatures and the 
time they prevail. 

Another point that must be considered in mak- 
ing such comparisons is the minimum temperature 
that need be considered as an exposing tempera- 
ture. For the results reported here, 150° C. (302° 
Fahr.) and 300° C. (662° Fahr.) have been taken 
as base lines, and only the areas of standard and 
occupancy test curves above these lines are con- 
sidered significant. The former is below the ig- 
nition points of ordinary combustible materials, 
and it would not in any general case appear neces- 
sary to take into account lower temperatures, even 
considering that temperatures somewhat higher 
than the average room temperatures used in the 
comparison obtain in portions of the room. Where 
only protection for incombustible structural mem- 
bers is involved, temperatures below 300° C. 
(662° Fahr.) can probably be neglected where the 
fire exposures are of the relatively short dura- 
tions incident to fires in buildings. To make con- 
venient the determination of equivalent durations 
from burning-out tests, the area to a given base 
line under the standard furnace curve plus cool- 
ing curve, expressed in degree-hours, is plotted 
against time as abscissa. The area, to the same 
base line of the time-temperature curve from the 
occupancy burning-out test considered, is ob- 
tained in the same unit, and the equivalent dura- 
tion of the latter can be read directly from the 
area-time curve of the standard furnace test. 

Details of Tests and Results. All tests from 
which results were obtained in the form of equiv- 
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Fig. 5. Office Occupancy With Metal Furniture Before Test 


alent fire durations, are given in Table 1 (page776). 

Office Occupancy; Wood Furniture. As al- 
ready indicated, three tests of office occupancy 
with wood furniture were made in the small 
structure and a similar test with a somewhat larg- 
er amount of combustible contents in the larger 
building. As it concerns equivalent fire durations, 
the results of the latter test are reported separate- 
ly for each of three 20-foot sections in the 60- 
foot structure. These fires resulted in complete 
burning of contents, including the wood finish 
floor where present. Time-temperature curves 
from one test are shown in Fig. 4. The larger 
room area gave a little greater severity than would 
be expected from the results of tests in the small- 
er room, even after allowing for the difference in 
amounts of combustible contents present. The 
fire in the end sections of the large building ap- 
parently affected the temperatures in the middle 
section to such an extent as to give it nearly the 
same equivalent fire duration in spite of the lower 
content. The vent over the middle section induced 
air currents that undoubtedly aided in equalizing 
the room temperatures. 

Office Occupancy; Metal Furniture. These 
tests were conducted in the small building, the 
furniture consisting of desks, tables, filing cabi- 


nets and shelves similar in number and disposition 
to what was present in the tests with wood fur- 
niture (Fig. 5). The total quantity of records 
was, however, greater by about 25 per cent, and 
about one half of it was placed on top of tables or 
in open shelves or cabinets. With cement finish 
floor no room temperatures above 104° C. (219° 
Fahr.) developed when fires were started from 
burning contents of waste paper baskets. The 
fire was confined to the contents of the open 
shelves and to other exposed paper adjacent to 
the origin. With a wood finish floor and a start 
for the fire in a pile of waste paper, contents of 
adjacent open shelves and of filing cabinets under 
which the floor burned out were wholly or partly 
consumed. The progress of the fire was very 
slow, 8 hours being required before 30 per cent of 
the floor was consumed. The maximum room 
temperatures at the different points ranged from 
50 to 230° C. (122 to 446° Fahr.), and except for 
the slow fire in the finish floor, no general spread 
of fire occurred. 

Two exposure starts for the fire were staged, 
one with a cement finish floor and one with a 
wood top floor. In the former, exposed paper 
over about two thirds of the room was ignited 
by the blast from the grate, but no general fire 


May, 1929 


THE ARCHITECTURAL FORUM 


779 


Fig. 6. Metal Furniture on Wood Floor After a Fire With Exposure Start 


condition involving the room contents developed. 
Temperature maximums from 55 to 808° C. (131 
to 1,486° Fahr.) were recorded for different por- 
tions of the room, most of the heat developed be- 
ing from the fuel in the grate. At the end of 30 
minutes, the temperature maximums were gen- 
erally below points causing ignition of combus- 
tible materials. The highest equivalent duration 
obtainable from this test was 9 minutes, which 
was obtained from the curve for the upper level, 
18 inches below the ceiling. After the exposure 
start with wood finish floor, about the same ex- 
tent of initial spread of fire occurred as in that 
with cement finish floor. The fire in the wood 
floor progressed more rapidly than with the slow 
start for the fire, being about 20 inches from the 
opposite end of the room at 4 hours, when the fire 
was put out. Average room temperatures above 
the ignition point of paper obtained for most of 
this period. The equivalent fire durations (Table 
1) range from 2 minutes to 48 minutes, depending 
on the base line and the temperature curve taken. 

Record Room Occupancy; Wood Shelving. One 
test was conducted in the large building with rec- 
ords on wood shelving, the combustible weight 
being from 44 to 52.2 pounds per square foot as- 
sumed to be uniformly distributed. This fol- 


lowed a previous similar test in the small building 
with records and shelving weighing 55.4 pounds 
per square foot. The latter was given an expo- 
sure start from the grate, the equivalent dura- 
tions being longer than for any other test. The 
results for the east section of the large house 
cannot be considered fully valid on account of 
the irregularities involved in starting the fire from 
a single small origin in this section. The wood 
shelving in these tests collapsed within one hour 
after the fire was burning freely, precipitating the 
paper contents in a mass which burned slowly. 

Record Room Occupancy; Metal Shelving. The 
long equivalent durations obtaining for the tests 
with records on wood shelving prompted inquiry 
into methods whereby the hazard can be reduced, 
which led to tests with metal shelving. The re- 
sults with wood shelving indicated that the build- 
ing members adjacent to such concentrations 
would require heavier protection than those for 
the portions of the building housing the regular 
office occupancy as such. Inasmuch as these con- 
centrations may occur anywhere within the build- 
ing, the general design would have to take them 
into account, if fires completely consuming them 
without any fire extinguishment are to be prem- 
ised. The tests with records on metal shelving 


Fig. 7. Metal Shelving, Backed and Partitioned 
Type, Before Fire Test 

were all conducted in the small building, the 
weight of records, assumed uniformly distribut- 
ed, being 48.5 pounds per square foot of floor 
area, which was the same as was present in the 
previous test in the same building with records on 
wood shelving. No wood top floor was present 
in any of the tests with “record room” occupancy. 
In the first tests, shelving representative of sev- 
eral general types was introduced, nearly one half 
of the records being on “skeleton” type shelves 
having no partitions or backs. Others had parti- 
tions but no backs, or else backs without parti- 
tions, and one single-depth, 29-foot row had both 
backs and partitions, with doors on two 3-foot- 
wide sections. 

The first of these tests was started with a waste 
paper basket fire in front of a single-depth bay 
open at the front, but with metal back and parti- 
tions. The window shutters were opened to give 
the air supply deemed most favorable for fire 
spread, but no general fire condition resulted, the 
fire when put out after 7 hours, 20 minutes, being 
confined to two 3-foot sections with some charred 
or glowing papers in a cupboard adjacent to one 
of them. The affected paper was replaced, and 
two fires were started simultaneously in piles of 
waste paper placed on the floor,—one in front of 
shelving similar to that used in the first trial, and 
the other in front of a double-depth “skeleton” 
row. The fire progressed more rapidly than in 
the first test, particularly in the open shelving, and 
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at the end of 1% hours the whole room was in- 
volved. Collapse of skeleton-type shelving began 
at this time and eventually involved all of the 
shelving that did not have partitions. All com- 
bustible contents of the room were completely 
consumed, the equivalent duration of the fire be- 
ing 5 hours, 15 minutes as derived for the 150° C. 
base and 4 hours, 40 minutes for the 300° C. base. 

The room was fitted with new shelving, mainly 
of the backed and partitioned type with doors 
every third bay. Three double bays of well 
braced skeleton type shelving were also included. 
In one test with a slow start for the fire, made in 
a manner similar to that of the first test already 
described, the fire progressed laterally through a 
3-foot wide cupboard section and another 3-foot 
wide section with open front in 20 hours, but no 
general fire spread resulted. A second fire in 
front of a double-depth, open-front, backed and 
partitioned bay, spread through a closed front sec- 
tion on each side and involved the whole 18-foot 
wide stack in about 9% hours. In this test the 
window shutters were kept at the lowest opening, 
and while this retarded the fire at some stages, 
it enabled room temperatures to be built up high 
enough to cause general fire spread at 13% hours. 

The room was reloaded for tests with "expo- 
sure" start for the fire, approximated as in the 
previous tests by starting a fire in oil-soaked wood 
kindling in the grate in one corner of the room. 
After withdrawing the surrounding shield when 
the kindling was burning freely, the resulting air 
temperatures in most portions of the room were 
above the ignition point of paper for from 10 to 
15 minutes. While fires started at many points, 
they did not progress, and after 2 hours the aver- 
age room temperature was below 100? C. Simi- 
lar results were obtained in a second exposure 
start. After one hour the window shutters were 
closed to their lowest opening, and the fires which 
had started in various portions of the room were 
allowed to go on until air temperatures high 
enough to cause general fire spread were built up. 


TABLE 2 
EQUIVALENT FIRE DURATIONS FOR OFFICE 
AND RECORD ROOM OCCUPANCIES IN FIRE 
RESISTIVE BUILDINGS EQUIPPED WITH COM- 
BUSTIBLE FURNITURE AND SHELVING 


Total combustible content 


t t Equivalent 
(Inclusive of finish floors and trim) 


fire duration 


Assumed 


Lbs. per sq. ft. B.t.u. per sq. ft. 


Hrs. Min. 


10 80,000 00 
15 120,000 30 
20 160,000 00 
30 240,000 00 
40 320,000 30 
50 380,000 6 00 
60 432,000 30 
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This required about 4 hours, the fire in the skele- 
ton bays being mainly responsible for the relative- 
ly rapid temperature rise. The contents of the 
whole room were soon involved, the fire being 
quite intense but of shorter duration than in pre- 
vious tests with record room occupancy. No col- 
lapse of shelving supports from fire exposure oc- 
curred during this test, most of the contents 
remaining on the shelves until consumed (Fig. 
8). The equivalent duration of the fire (Table 1) 
was 5 hours, computed to a base of 150° C., and 
3 hours, 41 minutes computed to the 300° C, base. 

Temperatures in the Debris. The temperatures 
and equivalent fire durations so far discussed are 
based on free air temperatures and do not con- 
sider those in the glowing or hot debris on the 
floors after the fire. Measurements of such tem- 
peratures were made at three or more points in 
the different tests. For office occupancy with 
wood or metal furniture, these temperatures were 
indicated to give a more severe exposure than the 
air temperatures only where extra high cabinets 
of considerable area were present. Insulated 
safes, having fire resistance of little above 1 hour 
as referred to the standard fire test and placed 
closely adjacent to four-drawer wood filing cabi- 


TABLE 3 
EQUIVALENT FIRE DURATIONS FOR OFFICE 
AND RECORD ROOM OCCUPANCIES IN FIRE 
RESISTIVE BUILDINGS EQUIPPED WITH IN- 
COMBUSTIBLE FURNITURE AND SHELVING 


Total combus- 
tible content, 
(Inclusive of any 
wood floor and 

trim) 


Equiva- 
lent fire 
Finish duration 


Furniture 
floor 


[Assumed 


Lbs. per 
sq. ft. 


hrs. |min. 


Incom- 
bustible 
filing 
cabinets, 
desks, 
shelves 


Incom- | 10 0 |10 
bus- 
tible 


Incom- 
bustible 
filing 
cabinets, 
desks, 
shelves 


Incom- 
bustible 
open 
shelving 


Record 
room 


Incom- 
bustible 
parti- 
tioned 
and 
backed 
shelving 


Record 
room 


350,000 
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Fig. 8. Metal Shelving, Backed and Partitioned 
Type, After Fire Test 


nets in the burning-out tests, satisfactorily pre- 
served their contents. However, the depth of the 
debris from some of the large stacks of shelves 
or cupboards 6 feet high, present in the office 
occupancy test in the large house as well as the 
temperatures measured in it, indicated a more 
severe exposure than the air temperatures devel- 
oped. The depth of the debris and duration of 
high temperatures were even greater for record 
room occupancy and wood shelving, average tem- 
peratures of 300° C. (572° Fahr.) or over ob- 
taining for periods of up to 16 hours. For the 
test with records on the skeleton-type shelving 
that collapsed, the debris temperatures indicated 
a condition only slightly more severe than the air 
temperatures, and for the last test with steel 
shelving that did not collapse, the debris or floor 
temperatures gave a duration about the same as 
that for the air temperatures computed for the 
150° C. base and very much lower (1 hour, 46 
minutes) for the 300? C. base. 

While these temperatures indicate the desirabil- 
ity of not placing safes and similar containers in 
close proximity to high concentrations of combus- 
tible materials, the heat effects from the debris 
will be mainly on the floor construction. Since 
as a rule there are no combustible materials or 
finishes on the ceiling side of floor construction, 
higher temperatures can be permitted than for 
walls and partitions protecting combustible ma- 
terials in contact with the unexposed side. This 
consideration, together with the fact that water 
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will generally be applied on the debris from such 
concentrations, apparently justifies the basing of 
fire-resistance requirements on fire durations de- 
rived from measurements of the air temperature 
of the room rather than from those of the debris. 

Summary and Conclusion. The equivalent dur- 
ations given in Table 2 for assumed amounts of 
combustible contents are based on the results giv- 
en in Table 1 for office and record room occu- 
pancies employing wood furniture and shelving. 
The periods given are intermediate between those 
obtaining for the 150 and the 500° C. base, being 
possibly a little closer to the former than the lat- 
ter. The periods for the 30 and the 40 pounds 
per square foot of combustible content are de- 
rived by interpolation between the results with 
office occupancy on one side and with record room 
on the other. There is also a little extrapolation 
involved in connection with the periods for the 
10 and the 60 pounds per square foot floor load. 
The heat of combustion of the contents is taken 
at 8,000 B.t.u. per pound up to 40 pounds per 
square foot combustible content, beyond which 
it is decreased to 7,600 and 7,200 B.t.u. per pound 
for the 50- and 60-pound floor load, to allow for 
the relatively greater amount of paper entering 
into the contents. 

To judge by the trend of the experimental data, 
the one-hour equivalent duration for 10 pounds 
per square foot combustible content is a little 
higher than indicated by the tests. The periods 
for the 15- and 20-pound load are, however, near 
the average of experimental values. The small 
margin for the lowest period is considered de- 
sirable, since with low room contents the increase 
in severity from exterior exposure and similar 
fire effects would be relatively more pronounced 
than for rooms with a greater amount of com- 
bustible contents. The periods as they stand con- 
tain an element of exposure of the amount ob- 
tainable from the equipment used to produce an 
exposure for the fire in the tests. The periods 
given in Table 2 for 50 and 60 pounds per square 
foot content appear a little low as judged by the 
weight of contents alone. In the tests with rec- 
ords on wood shelving, the contents were mainly 
old government account records on grades of 
paper that had a higher fuel value than can be 
premised for the paper that generally constitutes 
the contents of record rooms. Hence in Table 2 
a somewhat lower B.t.u. value is assumed for the 
contents than obtained for the paper in the tests 
with record rooms, and on the basis of these as- 
sumed values, the equivalent durations given will 
be found to accord with the results of the tests. 

The periods for office and record room occu- 
pancies with metal furniture and shelving given 
in Table 3 are obtained directly from Table 1, 
from the tests with comparable equipment and 
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combustible contents. For office occupancy with 
cement finish floor, the value in Table 3 is a little 
above the maximum obtaining at the upper level 
in the burning-out test with exposure start for the 
fire. The other periods are chosen to include allow- 
ance for exposure start for the fire comparable 
with what was done in deriving periods in Table 2. 
Application to Other Occupancies. The equiv- 
alent fire durations summarized in Tables 2 and 
3 apply in the main to light commercial, office or 
record storage occupancies where the combustible 
materials are principally wood and paper. The 
extent to which the results of these tests can be 
applied to other occupancies depends on the char- 
acter of the combustible materials housed and 
their calorific values as compared with those for 
wood and paper. In Table 4 are given the calor- 
ific values for most materials or material-forming 
substances that are housed in buildings. These 
were compiled mainly from printed matter on the 
subject. Determinations were made on wood and 
paper present in the tests and on some fibrous 
organic materials. In addition to the calorific 
value, the readiness with which a given material 
burns would also have to be considered. It is 
intended to conduct some tests in the near future 
to obtain information on the effect of such vari- 
ations on resulting equivalent fire durations. It 
will be seen from the table that a considerable 
number of materials have calorific values within 
the range given for wood and. paper. . It appears 
probable that for occupancies housing-such-ma- 
terials, and possibly for some that have proper- 
ites outside of this range but with burning prop- 
erties not too far different from wood and paper, 
a fair approximation of the equivalent fire dura- 
tions to be expected can be obtained by applying 
the B.tu. values and corresponding equivalent 
fire durations given in this paper. 
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CHAPTER 5, BEGINNING THE WORK—(CONTINUED) 


Editor's Note. In the April issue Mr. Beach 
gave an interesting and instructive account of the 
architect’s superintendent's “First Day on the 
Job.” He also began Chapter 5, entitled, “Begin- 
ning the Work,” continued here. In this issue of 
Tue ARCHITECTURAL Forum, Mr. Beach also 
takes up Chapter 6, “Contract Changes,” and 
shows the problems that arise and the part the 
superintendent must play in their solution. The 
article in the April issue quoted paragraphs from 
the specifications regarding storm water and 
pumping. 

In consideration of the provisions in these 
clauses, the superintendent suggested that, inas- 
much as the general contractor was obligated to 
continue to keep the excavation free from water 
after his subcontractor had finished excavating, 
the general foreman would be justified in getting 
a power pump and putting it to work, leaving the 
question as to who would pay for this emergency 
pumping to be settled next day, when the general 
contractor would be present to give his views. It 
was so arranged, and a gasolene-driven pump was 
at work before the downpour had ceased. The 
grounds were too wet for other operations, and 
the foreman intimated that they would be justi- 
fied in asking for credit for a day’s delay, under 
the clause in the specifications appertaining to 
such an event. This is “Art. 18. Delays and Ex- 
tension of Time” of the General Conditions of 
the American Institute of Architects and provides 
that “if the Contractor be delayed . . . by any 
causes beyond the Contractor's control . . . then 
the time of completion shall be extended for such 
reasonable time as the Architect may decide." 
But it further stipulates that “no such extension 
shall be made for delay occurring more than seven 
days before claim therefor is made in writing 
to the Architect.” 

The superintendent admitted the validity of the 
claim and cautioned the foreman that it must be 
made to the architect in writing, but the foreman 
preferred to leave this formality to the contractor 
who was expected back the next day. Here the 
superintendent took occasion to advise the fore- 
man that, in the absence of his employer, the gen- 
eral foreman was supposed to be in charge, and 
that he should have a more distinct understand- 
ing as to the amount of authority vested in him. 
This is clearly set forth Art. 14 of the General 
Conditions just quoted. It is most important that 
a general foreman be made to realize that he is 
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possessed of adequate authority for full conduct 
of the work at all times when the contractor can- 
not give it personal attention. If this is not in- 
sisted upon and made clear at the start, the super- 
intendent is likely to be frequently rebuffed with 
the statement that this, that or the other thing 
must await the decision of the contractor, either 
by mail or at the time of his next visit,—the while 
the work goes on, and the issue may be dodged 
or forgotten. 

Under such conditions the superintendent may 
eventually find himself doing the work of the gen- 
eral foreman,—perhaps with full approval of the 
contractor, who is thereby saving the additional 
wage of a more competent foreman, and asserting 
meanwhile that a better man is not available or 
that a new man might “ball things up.” “The job 
is going satisfactorily all ’round, isn’t it? What 
more can one want?” “It’s dangerous to change 
horses in the middle of a stream,” etc. Such a 
situation arrives with imperceptible advances and 
is extremely dangerous. The superintendent is as- 
suming responsibility which may seriously react 
upon his employer and for which he is not being 
remunerated. 

A case in point is that of a superintendent who 
had acquired the habit of doing little things for a 
backward foreman on a residence alteration. Ar- 
riving at the house late one morning on his regu- 
lar round, he saw men standing idle, waiting for 
flooring, and no foreman in sight. He telephoned 
the lumber yard and demanded: 

“How about that oak flooring for the Smith 
job?” 

“Are you talking for Edwards & Henry?” was 
the rejoinder. 

“For their foreman, yes.” 

“Well, we're glad to know you're ready for it. 
First we’ve heard. Send it right up.” 

“All right ; hop to it. The men are waiting.” 

“Sure. It'll be there right after lunch.” 

Now, the superintendent didn’t know, or didn’t 
think, about the big Smith apartment house being 
built under another architect by the same contrac- 
tors, who called it the “Smith job” and the smaller 
contract, the “J. T. Smith alterations.” The un- 
fortunate superintendent had inadvertently or- 
dered all the flooring for a 75-apartment build- 
ing, a rush job. Truckload after truckload filed 
out there during the afternoon, before the ship- 
ment could be countermanded, only to find the 
plastering unfinished and no place to unload. 
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When the sleepy foreman awakened and began to 
inquire for his flooring, the mess was untangled,— 
at a cost for hauling and handling of $160, which 
was assessed against J. T. Smith’s architect. In 
vain did the superintendent contend that the same 
mistake might have occurred if the foreman had 
done his own telephoning. There was no escaping 
the fact of who had ordered the flooring. There- 
after, one superintendent was much more discreet 
in the performance of duties other than his own. 
His telephone demand should have been made to 
the office of the contractors,—not to the yard. 
On Tuesday morning, the architect and con- 
tractor were both on hand at the school building, 
which we are discussing, and the subcontractor at 
once brought up the question as to who was to pay 
for the pumping just mentioned. Of course the 
general contractor insisted that it was included in 
the excavating, as it should have been according 
to the specifications, —but he could not swear that 
the excavator had seen the specifications. Appeal 
was made to the architect, who called the super- 
intendent aside to discuss particulars, remarking 
that it appeared that the contractor was "stuck" 
because he had been careless in letting an oral 
contract, albeit on a written bid. But the super- 
intendent had discovered that the excavator had 
a pumping outfit and had expected to use it, hence 
his contention was in the nature of a bluff, fairly 
well founded. The architect thereupon advised 
the contestants that, under the contract, it was 
distinctly not his business to interfere between a 
contractor and his "sub" but that, if they cared to 
leave the matter to the superintendent as an arbi- 
trator, he would permit him to render a decision. 
After discussion with his foreman, the contractor 
acceded to this, as did the excavator. The super- 
intendent made his acceptance of the office of 
arbitrator conditioned upon their further agree- 
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ment to abide by his decision when rendered, not 
because it was his function nor that of the archi- 
tect to act in this capacity, but purely for the sake 
of amicable procedure. With this assurance, he 
decreed that, inasmuch as it was essential that the 
excavation be kept free from water in order that 
the steam shovel could work efficiently, as well as 
to enable the general contractor to dig his footing 
trenches and pour his concrete, and that this con- 
tingency was fully covered in the specifications 
(by which, if it came to a showdown, the subcon- 
tractor must be bound or vacate the premises), 
and whereas both contractor and subcontractor 
were equally remiss in the failure of the latter to 
read that portion of the specifications in which he 
was particularly interested, it therefore appeared 
most fair that, so long as the subcontractor and 
his men remained in the excavation, he and the 
general contractor should share equally in the ex- 
pense of keeping the water out. Everybody ap- 
peared satisfied, including two members of the 
board who had appeared during the discussion. 

The general foreman then raised the question 
of a time allowance for loss of the preceding day, 
of which the contractor made note and said a let- 
ter would be sent the architect on the subject from 
the contractor's office next day. This caused a 
suggestion from the superintendent to the effect 
that there should be specific understanding all 
around that the foreman possessed the necessary 
authority to handle all matters demanding prompt 
action, in the absence of his employer. In this he 
was warmly seconded by the architect, who point- 
ed out that this contract plainly called for a fore- 
man competent to have such dependence placed in 
him, adding that copies of such orders as the fore- 
man might issue or accept should be in his home 
office next day to be checked up. Such was there- 
fore made the general understanding. 


CHAPTER 6 
CONTRACT CHANGES 


VERY superintendent of experience has 
learned to appreciate the joy of seeing a "no- 
change" building contract carried to completion 
and, conversely, to dread changes, at least to a 
degree that will impel him to make use of every 
safeguard to avoid having trouble and entangle- 
ments follow in the wake of such changes. In 
this, he has the specific mandates of the specifica- 
tions to support him. (Arts. 15 and 16 of the 
General Conditions of the American Institute of 
Architects.) 
One of his duties is to see that these provisions 
are closely adhered to, both by his own home 


office and by the contractors. One absolute and 
inviolable rule must be that no departure of any 
character, no matter how seemingly trivial, from 
a strict interpretation of the terms of the contract 
will be permitted, unless covered by a formal 
change order. This is one of the most important 
of a superintendent's inhibitions, yet it is one too 
much abused by men whose experience should 
have taught them the peril of laxity in this par- 
ticular. It is easy to say "Yes, it will be just as 
well to do it that way,” or “Stick in a half-dozen 
extra rods there; we can save them somewhere 
else,” etc. But it is only a short step from such 
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offhand procedure to carelessness in more im- 
portant matters. The only wise course is to make 
strict adherence to due formality the positive rule, 
from which there are to be no exceptions. This 
applies not only to orders emanating from the 
architect and superintendent but to the owner’s 
instructions as well. The latter should be pre- 
vented, to such extent as can be diplomatically ef- 
fected, from doing or saying anything to any con- 
tractor or employe on a building that may be con- 
strued as authority to do something at variance 
with contract stipulations. Ordinarily, an owner 
with average intelligence or common business sense 
can readily see the purpose of this, or will quickly 
be brought to appreciate it, if explained. Such 
explanation should not be withheld on the as- 
sumption that it is the owner who foots the bills, 
that he is fully of age, and hence should be per- 
mitted to do as he pleases with his own. One 
who does so to the extent of interfering with 
the proper execution of his contract is likely, 
later on, to claim in defense that the architect 
was employed to keep the owner from getting 
into trouble but did not use adequate measures. 
Such an’ owner should be held in restraint, if 
possible. He may carry his officiousness so far 
as to ultimately induce an allegation on the part 
of thé contractor (as in a particular example) 
that the terms of his contract had been set aside 
in toto by reason of several orders from the own- 
er. The admission by the owner of the validity 
of some of these orders once tended to establish 
the general contention of the contractor and pro- 
vided a foundation on which he based a claim to 
several extras for which the owner had not an- 
ticipated any charge whatever. 

One is naturally more formal in conducting the 
details of public work than in private matters; 
and one will commonly encounter fewer changes 
in work of a public nature. In operations for an 
individual client, the owner takes a closer per- 
sonal interest and insists upon having things to 
his liking. If it be an alteration job, the number 
of changes may mount up rapidly, and one must 
watch every step, or the day of final reckoning 
may prove anything but a joyous holiday. If 
a superintendent can face such a day with the 
record of every extra and deduction “in plain 
black and white” and duly attested, he has no 
reason to worry, even if the number of such 
changes should reach a hundred or more,—as 
is quite possible. 

The superintendent on our school building be- 
ing considered in these articles had no intention 
of allowing any loose ends to drag at the begin- 
ning of his work and to later develop into 
sources of misunderstanding and disagreement. 
He therefore took note at this juncture of the 
fact that, although the steam shovel was in posi- 
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tion to operate on Tuesday morning after the 
storm, it was not possible for the dump trucks 
to get around in the mud until later in the day. 
This was important in connection with the ex- 
cavator’s contention that further delay in deci- 
sion on depth of the basement would cause him 
added expense. It was evident that no such claim 
could be established until all the excavating equip- 
ment could work to advantage. 

The subject of this proposed change in height 
of grade at the building was therefore next in 
order for the attention of the architect when he 
came on the work Tuesday forenoon. In ex- 
planation of this proposed change, the reader is 
referred to the plot plan in Fig. 8. Datum was 
established at +100 (marked “O” on the plot 
plan) and several other bench marks were per- 
manently shown by incised crosses on the curb, 
so separated that an instrument could pick up 
at least one from any position. The bench mark 
on the curb at the head of Ash Street, opposite 
the center of the building on the north, was 
+117.00'. Natural grade around the building is 
shown by the plot plan to vary from 4-117.05' at 
the northwest corner to + 111.15' at the southeast 
corner. Finished grade at the building had been 
established at -- 118.00" along the north front and 
at +-116.00' on the south, with short slopes con- 
necting the two levels on the east and west ends; 
making a fill of nearly 5 feet at the southeast 
corner, tapering up to grade toward the north 
and west. To raise the grade 3 feet, as was pro- 
posed by the town planning commission, would 
have improved the commanding appearance of 
the north facade, as viewed from Ash Street, but 
the architect questioned the probable benefit as 
viewed from Orchard Street or other points to 
the south, as the building was already sufficiently 
high for that prospect, in his estimation. He did 
see a possible advantage to be gained by increas- 
ing the height of the basement windows, in case 
the grade on the south were left 4 feet lower 
than the north, in place of the 2-foot difference 
shown by the drawings. The west wing of the 
basement was given over to toilet and bath rooms, 
including a swimming pool, the center section to 
laboratories and rooms for the school dentist and 
nurse, while the east wing was devoted to the 
heating plant and storage. There were no win- 
dows provided on the north side of the basement, 
as the main floor was only 1 foot, 9 inches 
(three steps) above grade. 

Apparently, the only serious objection to the 
change was that the bearing capacity of the un- 
derlying soil would probably not be so good at the 
higher level. "This would have to be investigated, 
—possibly tests made. The area of the building 
was 21,050 square feet, and the area to be exca- 
vated (2 feet larger all around than the outside 
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dimensions of the basement walls) was 23,006 
square feet. The entire excavation totaled 11,438 
cubic yards. Each foot of rise of the building 
would save 852 cubic yards of excavating, or 
2,556 cubic yards if the building were raised 3 
feet. It developed, in the course of conversation 
with board members who were visiting the site, 
that one of the local unsuccessful bidders had 
said that the district could save over $1,000 for 
every foot the building was elevated, and hence 
the board was counting on a saving of at least 
$3,000 by making the change. The architect took 
the subject under advisement and promised to 
have a report ready for decision at the called 
meeting of the board that afternoon. 

In discussion with the general contractor and 
his subcontractor for excavating, the architect 
learned that the contract price for this branch of 
the work was $7,400, or about 65 cents per cubic 
yard, and hence the saving for the 3 feet of exca- 
vating could not apparently exceed $1,660.40. But 
even this amount of saving was denied by the 
“sub,” who divulged the fact that he was getting 
$1 a yard for the earth he had contracted to haul 
to a certain low lot; that he expected to use all 
his surplus in this manner, and that it netted 
him a profit of about 3777 cents a yard, which he 
stood to lose if the 2,556 yards were taken away 
from him. He said his competitors were sore 
at him because they had fixed $1.15 a yard as the 
price to be used on the school job, and that they 
were undoubtedly back of the attempt to reduce 
the amount of his work and cut his profits ac- 
cordingly. The deduction of 2,556 cubic yards 
would take away almost one-fourth of his work, 
and he felt that he was entitled to the profits he 
had anticipated, regardless of the amount of 
material eventually moved, especially as he had 
been the means of saving the district considerable 
money. 

It is thus evident that contract changes may 
be much more involved than merely the deduc- 
tion or addition of so many units at a known 
cost price, plus overhead. In many trades, they 
are not so readily computed. In this case there 
were several factors to be considered, and it was 
also evident to the architect that local jealousies 
were beginning to appear and would have to be 
reckoned with. He had learned that the board 
member who was on the town planning commis- 
sion was a brother-in-law of an architect, one of 
the losing competitors for this particular work, 
and hence this board member could be expected 
to introduce embarrassing issues whenever op- 
portunity offered. In order to be sure of his 


ground in this case, the architect secured a sworn 
copy of the grading contractor's bid and was also 
able to get a copy of a bid by another grader 
which ran nearly twice as high. He then care- 


ARCHITECTURAL ENGINEERING AND BUSINESS 


Part Two 


fully computed the various quantities of excavat- 
ing and fill and paid a visit to the lot to be filled 
and to its owner. The latter confirmed the 
price to be paid for the earth. He could not use 
more than 1,200 yards, whereas the contractor 
had to take out about 5,500 yards more than he 
could use on the premises. He would therefore 
still have about 1,800 yards to dispose of, if he 
were to submit to a deduction of 2,556 yards. It 
‘appeared doubtful if he would find any better 
place to dump it than on the lots south of the 
school property, where he could get nothing for 
it. The whole question thus resolved itself into 
these elements :— 

1. To what extent were the contractor and his 
“sub” entitled to unearned or anticipated profits 
on such items as this when a deduction from the 
contract price was made? 

2. What could be assumed to be the true an- 
ticipated profit of the subcontractor on the ma- 
terial he had hoped to sell? 

3. If he were deprived of his sale price of $1 
per yard on 2,556 cubic yards, what would that 
make the remainder of his excavating cost him 
per yard? 

Answering the first of these, it is customary, 
in making deductions from a contract price (un- 
less the items are very large), to deduct the com- 
puted net cost to the contractor without reduc- 
ing his gross profits on the entire work, since those 
profits represent his interest in the whole transac- 
tion, the which is not lessened by the lopping off 
of minor items. Carried to a logical conclusion, 
this would appear to be true in the case of a sub- 
contractor. The answers to the second and third 
queries were purely matters of conjecture. No 
definite evidence could be adduced as to the 
exact cost of the work per yard, since the con- 
tract included subsequent backfill and grading; 
but, for his own information, the architect set 
up some actual and some empirical figures :— 
6,000 yds. to be taken out and graded, 


Or EE TEE e $5,400 
5,438 yds. to be taken out and removed, 
T deese MA Le eU ,/98 
Toile epu pee $12,198 
To be derived from sale of 5,438 yds., 
OSE Crone none rcm i oa 438 
Net cost of excavating and grading.... 6,760 
Subcontractor’s profit ..... 676 
Contract price . i... neas $7,436 


If it were costing 90 cents a yard to take the 
material out and re-handle it, it was probably 
costing about 60 cents net for the general exca- 
vating, and would cost about 15 cents additional 
per yard to haul it across the road to the south. 
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Thus was derived a figure of 75 cents per yard, 
which the architect fixed upon as his unit of cost. 
Not so the excavating contractor. He and the 
contractor attended the meeting, and the former 
let it be known whence, in his opinion, had come 
the idea of the change, and he added that he did 
not propose to allow disgruntled competitors to 
interfere with the profits on work he had beaten 
them out of. He insisted that he would lose 371 
cents profit on each yard of filling material of 
which he was deprived, and therefore could allow 
only a deduction of what would remain after 
these anticipated profits had been deducted from 
his cost per cubic yard, which he was willing to 
assume at 75 cents a yard, as the architect had 
reckoned it. The general contractor said he 
would allow a deduction of whatever his “sub” 
would consent to, but that he could not allow 
any of his own profit to be forfeited in the 
change. Here there entered the school principal, 
who did not intend to keep in the background in 
such matters, and who had also been doing some 
figuring. He estimated the saving to be 2,340 
cubic yards at $1.15 a yard or $2,691, to which 
he had added the contractor’s profit, making 
$2,960, as his idea of what should be credited to 
the owner. 

The excavator's figure was $958.50 for the 2,556 
yards, but he demanded, also, that he be allowed 
$100 for the delay he had been caused by not be- 
ing allowed to proceed at once to the contract 
depth. This the architect vetoed promptly, both 
because there had been no delay up to that time, 
except as due to the storm, and because if there 
had been a delay to the extent of resultant dam- 
age, it would accrue only by going to the lower 
depth, not if the building were kept up the 3 feet. 
He also explained the discrepancy in the estimate 
of the principal, which was evidently due to his 
having used the net area of the building instead 
of the gross area to be excavated. The architect 
further dwelt upon the saving that had been made 
for the district by virtue of the excavator's hav- 
ing taken the work at a price so much under the 
$1.15 unit, which could not therefore be used in 
these computations, nor did he see reason for the 
contractor’s assumption that he should be reim- 
bursed for a conjectured possible profit, of which 
he had no definite evidence. The architect de- 
clared it to be the policy of his office, that, after 
a contract was signed, the profit to the contractor 
was thereby fixed for the given work, not to be 
disturbed by later deductions. He saw no reason 
why this policy should not be extended to the 
benefit of the subcontractor in this instance, but 
insisted that it applied to actual net profits and 
not to hypothetical earnings. He estimated the 
net cost of taking out the material and disposing 
of it at the least expense to be 75 cents per cubic 
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yard, and hence was prepared to issue the order 
for the change, of which he approved, at that 
rate, or a total deduction of $1,917. The mem- 
bers of the board saw plainly that the principal’s 
estimate was at fault, and the contractor was able 
to convince his “sub” that he had best accept 
the architect’s figure. 

The change in grade was from +118.00’ to 
+121.00’ on the north and from +116.00' to 
+ 117.00' on the south. This left 2 feet of addi- 
tional wall exposed on the south and parts of the 
two ends, which called for about 5,000 extra 
face brick. The architect took advantage of the 
change to add 12 inches to the height of the glass 
in both the upper and lower sash of the.base- 
ment windows. For these latter changes, the 
architect and general contractor had readily 
agreed upon an extra cost of $467, leaving a net 
deduction of $1,450 for the change. This the 
architect supplemented by warning the board 
that, as yet, there could be no definite assurance 
that the footings as designed would be adequate 
at the new level. This could not be established 
until the bottoms of the trenches could be in- 
spected, perhaps tested for bearing capacity. 

The board next took up for reconsideration 
the subject of restoring thetile partitions through- 
out the building and eliminating the wood lath 
that were to have been substituted under the 
contract. 

The architect next presented the bond of the 
general contractor and those of the electric and 
heating contractors for acceptance, and inquired 
if the board had received one from the plumbing 
contractor, a local man. The latter was present 
and asked that the board approve a personal bond, 
a copy of which he submitted, naming two prom- 
inent men as his sureties. He offered to deduct 
$400 if the personal bond were accepted. The 
bond was passed over to the board's attorney, 
who said the form was “O.K.” and handed it 
back with a question as to how much the other 
form would have cost, insisting that, if the per- 
sonal bond were accepted, the district should re- 
ceive full credit for the difference in cost of the 
two forms. The contractor admitted that a 
surety bond would cost 124 per cent of his con- 
tract price (which was $54,000) or $810, the 
which he grudgingly agreed to allow and which 
the board unanimously voted to accept. The 
members appeared to have quite forgotten the 
advice of the superintendent anent personal 
bonds, hence neither he nor the architect joined 
in the discussion, though the latter had a report 
from the superintendent to the effect that the 
plumber's reputation in the community was none 
too good, the which had been confirmed by an 
adverse report from a plumbing supply house. 
The reason for the architect's reticence (which 
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greatly surprised his superintendent) was that the 
next bid was $7,200 higher and was that of a 
concern in the architect’s home town, toward 
which he was known to be friendly. He noted 
that this local man had at least two sponsors on 
the board, one of whom was the lumber dealer. 
It was later learned that the latter held the 
plumber’s note for $1,200, which the latter had 
promised to liquidate out of his first payment,— 
and did. It was a good time for the architect to 
wait until spoken to, considering the insinuation 
already voiced to the effect that he welcomed op- 
portunities for increasing his fee through enlarged 
building costs. 

The architect produced the change orders and 
presented them for signatures, he having antici- 
pated the board’s action on both matters. The 
first of these read: 

CHANGE ORDER NO. 1. 
CONSOLIDATED DISTRICT SCHOOL 
EAST MILLVILLE, P.M. 

Millville, P.M., Apr. 24, 1928 

Mr. J. Q. Brown, Contractor, 

Millville, P.M. 

Dear Sir:—Referring to your contract of April 
2, 1928, for the general construction of the East 
Millville Consolidated District School Building, 
you are hereby authorised to raise the established 
grade along the north front of the building from 
+ 1180", as shown on drawing, to + 1210", 
without increasing the cubic contents of building 
or walls, The grade along the south side will be 
raised from + 116'0" to + 1170", thus increas- 
ing the exposed area of basement walls on south 
elevation and on portions of east and west eleva- 
tions 2 vertical feet. The glass area and brick 
facings on these elevations will be correspond- 
ingly increased. 

For the saving in excavating due to the fore- 
going change, there will be deducted from your 
contract price the sum of nineteen hundred seven- 
teen and 00/100 dollars ($1,917) ; and for the ad- 
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ditional expense due to changes in basement win- 
dows and brick facing, you will be allowed the 
extra sum of four hundred sixty-seven and 
00/100 dollars ($467); leaving the net sum of 
fourteen hundred fifty and 00/100 dollars 
($1,450) to be deducted from your contract price 
on account of the foregoing changes. 
Signed, John Smith Jones, Architect 
Approved, Consolidated School, District of 
East Millville, P.M., Owner 
By A, B. Hendricks, President 
J. U. Petty, Clerk 
Approved, J. Q. Brown, Contractor 
Deduction, 


$1,917 
Extra, 467 


Net Deduction, $1,450 


The foregoing account of these first job changes 
is related in detail, chiefly to impress upon the 
reader the importance of due formality and 
meticulous care in the conduct of all business 
transactions and the keeping of all records.* Nor 
can one be too diplomatic in observing due respect 
for the personal interests of the owner’s repre- 
sentatives, whether these interests be proper or 
the reverse. In this case, the unbiased members 
of the board were well satisfied, and the lumber 
dealer was mollified for the loss of the sale of 
his wood lath by the assurance that the plumber 
would now be able to meet his note. The school 
principal was somewhat out of countenance, but 
no one appeared to censure him, and hence he 
was willing to bide his time, for he was beginning 
to harbor the idea that it would “be a feather in 
his cap” if he could catch the self-reliant superin- 
tendent in a serious mistake. 

* Exhibit 22 on page 73 of the Handbook of Architectural 
Practice of The American Institute of Architects offers a proper 
standard form for contract changes. It contains no intimation, 
however, that such orders should be approved by the contractor, 
Such approval is of value, both as a means of forcing immediate 
settlement of any possible dispute regarding the terms of the 
order, and also as affording in isputable evidence on the subject 


later, in case the contractor should claim non-delivery or loss of 
the order or ignorance of its terms. 


This series of articles by Mr. Beach, entitled "The Supervision of Construc- 
tion Operations,” began in the January, 1929, issue of THE ARCHITECTURAL FORUM 
and continued in order in the February and April issues. In the July issue Mr. Beach 
will take up Chapter 7, “Foundations and Masonry Materials.” The June issue is a 
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‘umber devoted exclusively to shops and stores, and consequently will not 


contain an article of this series.—The Editor. 
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THIS WATER contains important 
information for ARCHITECTS 


ATERS from different localities may be alike 

W in color, taste and healthfulness — and yet 

differ greatly in their action on pipe. Depending 

on their sources and the treatment they undergo, 

some waters are but normally corrosive while 
others are Aigh/y corrosive. 

In writing water pipe specifications, therefore, 
the character of the local water supply should 
be carefully considered. Brass pipe will outlast 
rustable pipe under a// water conditions, but not 
all alloys of brass will give the same satisfactory 
service everywhere. 

To meet all different water conditions, The 
American Brass Company offers two alloys of 
Anaconda Brass Pipe. 


For normally corrosive waters— Anaconda 67 
Brass Pipe. This pipe contains not less than 67% 
copper. It is guaranteed to be structurally sound 
and physically perfect. It is semi-annealed and 
seamless. 


For highly corrosive waters—Anaconda 85 Red- 


Brass Pipe. This pipe contains not less than 85% 
copper, and is offered as the best corrosion-resisting 
pipe obtainable. It, too, is fully guaranteed. 


Proved by 16 years of testing! 


These two alloys will serve all water conditions. 
This has been proven in 16 years of exhaustive re- 
search—when various alloys of brass pipe were 
tested, to determine which alloys would best resist 
various degrees of corrosion. The laboratory tests 
were then checked with tests of actual use—and 
Anaconda 67 Brass Pipe and 85 Red-Brass Pipe 
is the result. 


An important service to architects 


Today, the Technical Department of The Ameri- 
can Brass Company is prepared to help determine 
the character of the local water supply and recom- 
mend the best alloy of pipe for use under specific 
conditions. You are cordially invited to com- 
municate with The American Brass Company, 
General Offices, Waterbury, Conn. 


FOR HOT AND COLD WATER LINES 
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ANACONDA BRASS PIPE 
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MEETING ARCHITECTURAL STANDARDS -OF QUALITY 


City Hall, Atlanta, Ga.— 
G. Lloyd & Co. 


r is only natural thatone Silver fixtures are distin- 


of the South’s most guished by a permanent 
silver-like lustre, compar- 
able to the beauty of Pure 
Nickel and other high 


Nickel alloys. They are not 


beautiful public buildings 
—Atlanta’s new City Hall 
—should be equipped 
with plumbing fixtures of 
Solid Nickel Silver. This 


attractive material meets 


easily marred or broken 
during installation or use. 
In short, Solid Nickel 


Silver plumbing fixtures 


the highest architectural 
standards of quality...The S 


hardness, toughness and constitute the most durable 
strength of Solid Nickel Silver insure better as well as the most attractive type of high 


wear-resistance for valve seats. Solid Nickel ^ quality sanitary equipment now available. 


Ne HE INTERNATIONAL NICKEL COMPANY, INC., 67 WALL STREET, NEW YORK, N. Y/N 
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No more surprise showers 
with Mueller Automatic Diverter Valve 


ee 


Mueller feature especially desirable 
for hotel and apartment tub and 
shower installations. 


The MUELLER Automatic Diverter 
Valve eliminates all danger of an un- 
expected shower for anyone not fa- 
miliar with the operation of the fitting. 
It assures of the flow remaining di- 
verted to the tub when the side or con- 
trol valves have been shut off. 


Four styles to choose from—send for 
complete information on this new im- 
proved Mueller quality fitting. 


MUELLER CO. (Established 1857) 
Decatur, Illinois. World’s Largest 
Manufacturers of Plumbing Brass 
Goods. Branches: New York, Dallas, 


San Francisco, Los Angeles. 


Canadian Factor: MUELLER, 
Limited, Sarnia. 


MUELLER 


PLUMBING BRASS AND VITREOUS WARE 


qoo 
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Record 
No. 102 


After 24 years’ 
service at the 
Bingham School, 
Lansing, Michi- 
gan, the total re- 
pair bill on 24 
Clow Madden 
Automatics 
amounted to just 
Five Dollars! 


No one, no one can use a Clow 
Madden Automatic, and let it 
stand unflushed. Clow Madden 
Automatics flush themselves . . . 
more swiftly than human hands 
can operate . . . more surely than 
human minds can function. 


With Clow Madden Automatics, 
sanitation does not wait on the 
hurried workman, the play- 
thoughtful child, the heedle: 
transient closet user. 


Never . . 


Will They Stand Wudesed 


Swiftly, surely, all residue is 
whisked away in an engulfing 
corrent of water. Bad odors, flies, 
lice, germs, can’t exist in Clow 
Madden Automatics. 


A simple valve... a closed top 
tank . ..a bowl with no eddy or 
backwash hollows... these in- 
sure a perfect flush each time 
the seat is used. 


Read record No. 102. 


James B. Clow & Sons, 201-299 N. Talman Avenue, Chicago 
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Toriy Eight Styles, Heights and Types 
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A modern bath and dressing moon; designed by Ely Jacques Kahn, Architect, New York City. Plumbing fixtures by Kohler of Kohler. 
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Kohler Colored Fixtures 


Ha the Metropolitan 


OHLER OF KOHLER makes appreciative 
K acknowledgment of the compliment 
conveyed by the selection of Kohler colored 
plumbing fixtures for this distinguished bath 
and dressing room, designed by Mr. Ely 
Jacques Kahn for the Metropolitan Museum’s 
current Exhibition of American Industrial Art. 

The purpose of the group of eminent 
architects who collaborated to make this 
exhibition possible was to interpret the 
tempo of today and to direct modern 
stylistic trends along lines which, favoring 


Konter Co., Founded 1873, Kohler, Wis. 


To match the beauty of jet black 
Kohler fixtures, Mr. Kahn chose 
Kohler fittings in chromium plate 


useum of Art 


no foreign national models, would assure the 
correct use of appropriate modern materials. 

Nowhere, we believe, was this purpose 
more admirably realized than in the beauti- 
fully logical simplicity of Mr. Kahn’s bath- 
room . . . in the clear note of comfort and 
utility pervading this room, with its walls of 
colored glass, its foor of yielding rubber, and 
its Kohler plumbing fixtures in jet black, with 
their chromium-plated Kohler fittings. 

“Tt Pays to Modernize Your Plumbing and 
Heating.” 


Shipping Point, Sheboygan, Wis., * — Branches in Principal Cities 


KOHLER or KOHLER 


© 1929, Kohler Co. 


LOOK FOR THE 


KOHLER 


TRADE 


Plumbing Fixtures 


MARK ON 


EACH FIXTURE 
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Years of public usage mean nothing to Douglas Solid 
Nickel Silver plumbing fixture fittings. Long after the 
plating of ordinary fittings has been worn away by constant 
polishing and after they have become unsightly you will 
find Douglas Solid Nickel Silver fittings looking like new. 

The reason is that Douglas Solid Nickel Silver is an 
alloy of at least 20% nickel and has the tensile strength of 
tough bronze. The color is identical with Nickel Plate and 


is solid all the way through. 


When architects specify fittings of this kind they may 
be assured of the best that can be had and that their se- 


lection will reflect credit. 3 E 
Remember that Douglas Solid Nickel Silver fittings are 


not plated, that they are carefully machined and that each 
fitting has been tested under water pressure. 
A request will bring you descriptive literature by return 


mail. 
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THERE IS NO SUBSTITUTE FOR 


Old 
fashioned 
hand pudd- 
. led denu- 
. ine wrought 
iron pipe ~ 


“Genuine” Wrought 
Iron Pipe means first: 
PERMANENCY 


It means hand puddling, which assures 
the pipe being rust-resisting —non- 
corroding—leak-proof. It is the reason 
COHOES pipe has been for seventy- 
five years without an equal. 


Send for our band book “Pipe Facts" for complete 
information regarding uses and sizes. 


COHOES ROLLING MILL CO. 


COHOES,NEW YORK 


BRANCH OFFICES: NEW YORK-CHICAGO-LOS ANGELES -SEATTLE-PORTLAND-BOSTON 
CLEVELAND - DETROIT- NORFOLK- MINNEAPOLIS 
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| lomen ate 


ERHAPS it is because today’s 
bathroom equipmentis designed by 
men and today’s bathrooms prin- 
cipally planned by men . 


But the somewhat startling fact is 
that one of the most important fix- 
tures of the bathroom is generally 
designed without regard for an 
ever-present and embarrassing 
problem of feminine hygiene. 


Theaveragewaterclosetfoundeven 
in pretentious homes today has a 
small trapway—so small, in fact, 
that it will scarcely pass a golf ball. 
Such a closet is manifestly physi- 
cally unfit to properly dispose of 
modern sanitary pads. Where 
repeated disposal is attempted, 
stoppage must sooner or later follow. 


This intolerable condition is a con- 


* For homes and buildings in which 
the sanitary pad is not a problem, 


entitled to this consideration 


stant problem, not only in homes, 
but in every business establishment 
where women are employed. 


Maddock's Improved Madera will 
pass sanitary pads.* It has a large, 
oversize trapway. The twin- 
jet, siphon flushing is extremely 
powerful, yet quiet. Disposal is 
swift and sure. 


The Madera has a long bowl and 
long, comfortable seat, large water 
area, snowy, flawless Durock body 
and finest fittings. Famous from 
its national advertising, it is as 
beautiful and supremely sanitary 
a closet as can be found today. 
Include it in your next specifica- 
tions. Thomas Maddock's Sons 
Co., Trenton, N. J. 


Maddock offers the Madbrook, with 
long bowl and seat, large water 


area. Also the dependable Maderno. 
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To make*500~look Like*1000 


Problem... 


A limited amount of money to spend 
fora bathroom. Client wants distinc- 
tion and beauty. Won't be satisfied 
unless he gets it. How to make a $500 


bathroom look like the $1000 variety? 


Pg. g 


Solution... 


Take a lesson from the dinner-table, 
—its good taste, sparkle and lustre are 


due in no small extent to the beauty and 
character of the silverware. Because 
this is no less true for the bathroom, 
we suggest that you specify mirror- 
bright, graceful fixtures of Speakman 
chromium plate for shower, lavatory 
and tub.* They have eye-catching 
beauty, as new in ten years as today. 
They never tarnish. They never need 
polishing. They are made to hair- 
breadth accuracy by skilled artist-crafts- 
men. They make moderate- priced 
bathrooms superlatively beautiful. 
Speakman Company, Wilmington, 
Delaware. 


Get the facts on the Speakman 
Artline group, a brilliant family 
*Wie. as 
in Speakman chromium plate. Kitchen sinks, too. 


SPEAKMAN 


SHOWERS & FIXTURES 
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— MARKS 


-À CRODON 


Rua. U. S. Par. Orr. 


Quality CHROMIUM Plate 
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that 


CERTIFY —- 


The mark of WES. 


vER since the phrase “By Appoint- 

ment to His Majesty" was coined 
by medieval British guilds the world 
has been at a loss to match its signifi 
cance as a mark of quality. Those 
privileged to serve nobility and the 
discriminating few, offered only mer- 
chandise which had been tested and 
found consistently satisfactory. 


The Architects of America have had 
the opportunity of testing CRODON 

. and the constantly increasing 
number of specifications in which 
CRODON plays an important part 
testifies to the satisfaction it has given. 


So to all Architects we submit 
CRODON. . because it signifies a 


time-tested process . . . developed from 
the pioneering days and perfected 
through hard-earned experience in 
laboratory and in actual service. 
CRODON means, not only good 
Chromium Plate, but uniformly good 
Chromium Plate. It is the “By Ap- 
pointment" mark as far as Chromium 
Plate is concerned! 

Manufacturers of fixtures and fittings 
who are licensed to use the CRODON 
Process of Chromium plating and to 
attach the CRODON tag to their pro- 
ducts, are peculiarly representative of 
the country’s most noteworthy design- 
ers and producers. Names of our 
licensees will gladly be sent to you 
on request by our Service Department. 


CRODON 


Traps Manx Rec. U. S. Par. Orr. 


THE CHROME PLATE 


Chromium Corporation of America, 120 Broadway, New York City 
Licensees of 


UNITED CHROMIUM 


INCORPORATED 


Executive Offices: 51 East 42nd Street, New York City 
Branch Offices and Plants: 4645 W. Chicago Ave., Chicago» 114 Sansome St., San Francisco «3220 Bellevue Ave., Detroit «3125 Perkins Ave., Cleveland » Waterbury, Conn. 
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The Trane — a 


Bellows Packe 


less Valve. 
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When the Client Demands this 
New Style of Concealed Heating 


The owner usually thinks of concealed heat- 
ing primarily as a matter of style which vitally 
affects the appearance of his rooms. And 
knowing the lightning rapidity of style 
changes, he is uneasy if this trend is ignored. 
But you have the broader problem of produc- 
ing a successful heating installation, handled 
without a hitch through the various steps of 
construction. 


The Trane Concealed Heater is the answer 
to the questions you naturally formulate 
when concealed heating is up for considera- 
tion. It embodies all the original features of 
the Trane Concealed Heater, including the 
Trane Copper Heating Element, instantane- 
ous control, etc. It requires no special con- 
struction in walls of ordinary thickness. The 
unit is completely built at the factory — no 
extras. One man installs it — no trade dis- 


putes. And the entire front panel is remov 
able at the turn of a few screws, for easy 
access should it be necessary. 


You can specify “Trane” with equal confi- 
dence in the other departments of heating 
served by Trane products. When you install 
Trane Bellows Traps or Valves, for example, 
you take advantage of the precision standards 
established in the Trane factory and main- 
tained by an elaborate system of testing, in- 
cluding tests originated by Trane and used 
nowhere else. The Trane Bellows is tested 
with steam — tested for tension — tested for 
mechanical breakdown — tested by the Bu- 
reau of Standards method under operating 
conditions. You can depend on heating 
products bearing the Trane label. 


THE TRANE CO, Department 5 
220 CAMERON AVENUE LA CROSSE, WIS. 
THE TRANE CO. OF CANADA, LTD., TORONTO 
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The New 
| CHICAGO 
INDOOR STADIUM 


Architects 
Hall, Lawrence & Ratcliffe, Inc. 
Plumbing Jobbers 
Crane Co. 


Plumbing Contractors 
Carl J. Stein Co. 


Watrous à 


| FLUSH VALVES 
The new Chicago Stadium, shown above, is the finest indoor stadium in the 


USED THROUGHOUT country, exceeding in size even the famous Madison Square Garden 


Write for details on Watrous Plumbing Fixtures to 
PLUMBING DIVISION 


| THE IMPERIAL BRASSMANUFACTURING COMPANY 
| 1238 West Harrison Street CHICAGO 
| 


BRANCH SALES OFFICES 
J. J. Hurley, 402 Architects Bldg., Detroit, Mich. Sprekelmeyer-McDonald Co., Inc, Ist National 
W. W. Morgan, Inc., Real Estate Trust Bldg. Philadelphia, Pa. Bank Bldg. Fort Worth, Tex. 
W. J. Butler, 22 Cushing St., Wollaston, Mass. H. E. Darton, 506 Carondelet St., New Orleans, La. 
J. M. Donohue, Rm. 1141, 55 W. 42nd St, New York, N. Y R. J. Shank, 925 Grand Ave. Des Moines, Iowa 
M. D. Williams, 9 W. Fulton St., Columbus, O. W. C. Shanley, 811 E. Armour Blvd. Kansas City, Mo. 
W. E. Blair, Jr., % Coronado Hotel, St. Louis, Mo. Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
B. J. Mulcahy, 210 S. 10th St., Minneapolis, Minn. Clarence Drucker, 307 Minna St., San Francisco, Cal. 
E. P. Scales Eng. Co., Bennie Dillon Bldg., Nashville, Tenn. L. C. Coombs, 1010 North Gardner St, Los Angeles, Cal. 


Carl P. Leibold, Brown-Marx Bldg. Birmingham, Ala. Richard O'Brien, 812 Shelby St., Seattle, Wash. 


7"COLD PROOF 


FAMOUS USERS OF "HEAT PROOF 
MINERAL WOOL} ite moor 


The Perfect 
di 


# VERMIN PROOF 


KEWANEE 


HIGH PRESSURE 


WATER SYSTEMS 


RINGLING BROTHERS 


VERYWHERE Kewanee leads! 
headquarters in Sarasota, Florida, Ringling 
Brothers Circus depends on Kewanee for its water 
supply. In each of the winter homes of Mr. John Ring- 
ling and Mr. Charles Ringling (also in Sarasota, Florida), 


are two Kewanee high pressure systems. 


At its winter 


Kewanee makes over 200 models of High Pressure Comfort to Your Home 


Systems, electric light and sewage disposal plants, also INERAL Woot, placed in the walls, floors and rafters of a 
a full line of Centrifugal Pumps and Deep Well Turbines building, is an unfailing shield against the elements. 


) outfit to those which fit wells from It keeps the heat where it belongs—inside in Winter and outside 
neter. This extensive Kewanee line in Summer. 


from the small $69. 
12” to 36” in 


is designed to meet every possible need. The saving it effects in Winter fuel will alone quickly pay for 
installation. 


Kewanee will show you how to save dollars and trouble. 
Write for data. 


It is a decided economy, not an additional building expense, and 
the comfort it adds is immeasurable. 


Mineral Wool is a sanitary, indestructible, entirely mineral, sound 
KEWANEE PRIVATE UTILITIES COMPANY | deadening material, easy to apply and low in cost. 
442 S. Franklin Street Kewanee, Illinois Free sample and illustrated booklet will be forwarded upon request, 
i 1 U. S. Mineral Wool Company, 280 Madison Avenue, New York, N. Y. 
Dealer Correspondence Invited Western C on: Calumbia Mineral Wool Co., South Milwaukee, Wis. 
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Reading Genuine Puddled Wrought lron Pipe is called 
”5.Point” Pipe because it is the only pipe material ever de- 
veloped which gives you and your clients in so great a measure 
the five major protective qualities that make pipe endure. 


These qualities are assured by the puddling process—the knead- 
ing and working together of fiery, pure pig iron and silicious 
slag inside a lame-filled furnace. Generations of experience 
have shown that this is the only way to make Genuine Puddled 
Wrought lron Pipe—the pipe that outlasts the building! 


Reading 5-Point Pipe gives you five guarantees that your 
clients will get full protection from pipe troubles. Its cost is 
truly moderate. At your request, an engineer of the Reading 
lron Company will be glad to explain the remarkable economy 
of Reading 5-Point Pipe — identified by the Reading name, 
date of manufacture and cut-in spiral knurl mark. Just drop us 
a line today. 


READING IRON COMPANY, Reading, Pennsylvania 


Atlanta - Baltimore - Cleveland - NewYork - Philadelphia 

Boston - Cincinnati - St.Louis - Chicago + New Orleans 

Buffalo - Houston - Tulsa - Seattle - SanFrancisco 
Detroit - Pittsburgh - Ft. Worth - Los Angeles 


% 


GENUINE PUDDLED WROUGHT 


EADING PIP 


DIAMETERS FROM INCH TO 20 INCHES 


Why We Call 


A ncaoinci 


e GENUINE PUDDLED 
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15 Miles of REPUBLIC Pipe 
in Louisvilles Latest 
Landmark 


The new beautiful Heyburn Building on 
the site of the old B. F. Avery Home, 
towering up into the Southern skies of 
Louisville, Kentucky, stands amid sur- 
roundings rich in civil war romance and 
history. 

The owners—Wm. Heyburn, President— 
have spared no efforts to include in its 
construction only the finest and most 
lasting of materials, since it is destined 
tostand for yearsin the future, a modern 
architectural Louisville landmark. 


The Belknap Hardware & Manufacturing 
Company, who supplied the pipe for this 
building, furnished approximately 15 
miles of REPUBLIC Pipe of all sizes from 
Y&" to 10" in diameter. 


Heyburn Building, Louisville, Ky. 
Craham, Anderson, Probst & White, Architects 


The Struck Construction Company were 
the General Contractors. 


PRODUCTS 
Pig Iron 
Semi-Finished Steel 
Bars and Shapes 
Hot and Cold 
Rolled Skelp 
Skelp 
Black, Blue Annealed, 
Galvanized, Electrical 


Branch Offices 


p Birmin; i 
and Lone Terne Sheets Boson. ee 
qu Coke Tin Plate Buffalo Los Angeles 
n Mil nc] late. icago ew York 
Black and Galvanized Cincinnati Philadelphia 
Standard Five Gleveland Pittsburgh 
Oil Counts Dallas San Francisco 
Tubular Goods Tere 
. Louis 


Bolts, Nuts, Spikes, Etc. 


REPUBLIC 


IRON & STEEL CO. YOUNGSTOWN O. 


SIEEL PIPE 
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Dependable Information 
on Steel Products 


VERY district sales office of 

The Youngstown Sheet & 
Tube Company is a “consulting 
room” maintained for the service 
of users of steel. There you can 
go with any question regarding 
pipe, sheet-metal or electrical 
conduit with the assurance that 
it will receive the prompt, 
courteous attention of a specialist. 
A telephone call will bring this 
service. 


Should your problem prove to be 
new or complex, these offices 
have at their immediate disposal 
all the facilities of The Youngs- 
town Sheet & Tube Company’s 
modern research laboratories and 
skilled engineers. 


For sound advice on any problem 
in steel do not hesitate to call 
upon the nearest Youngtsown 
office—they are there to serve 
you. 


Chanin Building, New York, in which Youngstown 
steel pipe is used for plumbing and heating. 
Architects~SLOAN & ROBERTSON 
Mechanical Engineers—CLARK, McMULLEN & RIELEY 
Plumbing Contractor—LOUIS BLACK 
Heating Contractor—JARCHO BROS. 


THE YOUNGSTOWN SHEET & TUBE COMPANY 


One of the oldest manufacturers of cop, er-bearing steel, 
under tbewell-known and established trade name''Copperoid" 


General Offices: YOUNGSTOWN, OHIO 
DISTRICT SALES OFFICES: 


DALLAS—Magnolia Bldg. 

BOSTON Eo Federal St. I Oil Bldg. 
EE Bank Bldg. 'TROIT —Fisher Bldg. 
HICAGO—Conway Bldg. KANSAS o Mu 

CINCINNATI—Union Trust Bldg. Commerce Bi 

CLEVELAND —Union Trust Bldg. MINNEAPOLIS a iba Bldg. 


NTA—Healey Bldg. 


or ORLEANS—Hibernia Bldg. 
EW YORK—30 Church St. 
PHILADELPH IA— SEATT! 
Franklin Trust Bldg. ST. Dem Shell Bldg., 
PITTSBURGH —Oliver Bldg. 3th and Locust Sts. 
SAVANNAH —M and M T Terminals YOUNGSTOWN-— Stambaugh Bldg. 


SAN FRANCISCO— 
55 New Montgomery St. 
LE—Cencral Bldg. 


LONDON REPRESENTATIVE—The Youngstown Steel Products Co., 


Dashwood House, Old Broad St., 


GSTOWS 


YOUN 


London, E. C. England 
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The Lincoln Building, 
now under construc- 
tion, will be one of 
New York's most im- 
pressive skyscrapers. 
Window frames, ven- 
tilating ducts, eleva- 
tordoors, hollow 
metal doors and bucks 
are all of ARMCO 
Ingot Iron, chosen for 
its ductility and re- 
sistance to rust. 


No Guesswork 


the 
PURE IRON 


WAY 


apum you select ARMCO Ingot Iron for the 
sheet metal parts of that new building, 


you've eliminated the element of chance in your 


choice of materials. 


Twenty-two years of exacting service has demon- 
strated the fitness of this *purest of all irons" for 
every type of architectural sheet metal construc- 
tion. 


Workability, rust-resistance, long, low-cost ser- 


vice—these are the advantages of ARMCO Ingot 
Iron that will serve you well. 


Moreover, ARMCO Ingot Iron is uniformly pure 
and dependable. Sheet by sheet and plate by 


plate it is consistently the same. 


Submit your sheet or plate problems to the office 
nearest you. They'll be glad to work with you 
for best results. 


See page D10, Section A of Sweet's Architectural 
Catalog, for additional data on ARMCO Ingot Iron. 


THE AMERICAN ROLLING MILL CO. 
Executive Offices, Middletown, Ohio 
Export: The ARMCO International Corporation 
Cable Address—ARMCO, Middletown (O) 


District Offices 


Chicago Detroit Pittsburgh 
Cincinnati New York St. Louis 
Cleveland Philadelphia San Francisco 


A Directory of Sheet Metal 
Savings—with ARMCO 
Ingot Iron 


Flashing 


Clothes Chutes 


The Ming Yee Building, San 
landis " 


Cornices Gutters is well equipped 
Downspouts Hollow Metal Doors and ected with durable 
Dumbwaiter Doors Louvers ARMOO Ingot Iron. . The 

architect, Charles E, Rogers, 


Window Frames Lath 


fied pure iron for mar- 
quises, ventilators, orna- 
ments and metal tile be- 


Marquises Metal Doors 


Medicine Cabinets Roofing cause of its pronounced 
Metal Base malting dove workability and longevity. 
Metal Partitions Sash 


Ventilating Ducts Shutters 


— or equal” 
cant give you 
UNIVENT 


VENTILATION 


MEC re- 
sults of the Univent have 
brought national recogni- 
tion to the basic idea ofunit 
ventilation. With success 
has come imitation; but— 
imitation is not duplication. 


Thanks to the architect, 
this fact is becoming known 
to the public: the results 
of Univent Ventilation 
cannot be duplicated by any 
other unit ventilator. 
The Univent's important 
features are exclusive to the 
Univent. 


The Univent is a complete 
individual ventilation ma- 
chinewhich draws fresh air 


because Univent re- 
sults are due to ex- 
clusive features that 
cannot be duplicated 


Univent and Glass make the difference 


directly from out of doors, 
cleans it, warms it to a 
comfortable temperature, 
distributes it gently, silently 
yet thoroughly throughout 
the room. Windows may 
remain shut. Dangerous 
drafts are eliminated. 


For schools, hospitals, tel- 
ephone companies, office 
and public buildings, the 
Univent has created a new 
standard of helpful, eco- 
nomical ventilation. The 
Architects’ and Engineers’ 
edition of **Univent Venti- 
lation" will be gladly sent 
to you upon request. The 
Herman Nelson Corpora- 
tion, Moline, Illinois. 


Our Contribution 


to the art of Heating & Ventilation 


UNIV 


for the ventila- 
tion of schools, 
hospitals,offices 
andotherbuild- 
ings presenting 
an acute venti- 
lating problem. 


| HERMAN 
DIAT R | NELSON 
wiTH THE 


WEDGE n Invisible | 
RADIATOR | 


ptevious radiators, 


radiator cabinets 
BS or enclosures. 
Occupies no 


room space and 

makes possible any desired deco- 

rative scheme or furniture arrange- 
ment. Indestructible in service. 


... supersedes 


THE HERMAN NELSON 


hijet 


HEA TER 


It operates at 
steam pressures 
from 1to 150 Ibs., 
and offers the bet- 
ter and more 
economical way 
of diffusing heat in Factories, Rail- 
road Shops, Roundhouses, Mills, 
Warehouses, Garages,Gymnasiums 
and Industrial Buildings. 


Herman Nelson 
Radiator Sections 
S YEARS AGO when the Herman Nelson light weight, compact, indestruct- — for Blast Heating and Cooling 


Indestructible, 
operating at any 
steam pressure 
from 1to 150lbs., 
non-corrosive and 
leak-proof. 

May be arranged in banks tosolve 
son Heating and Ventilating Products and accounts for their unequaled performance. muere problem ofheating or 

cooling. 


ible radiator was placed on the market, it was immediately accepted as the greatest 
advance in the art of Heating and Ventilation in a generation. It has made possible 


heating and ventilation dependability and performance hitherto unattainable. 


The Herman Nelson Wedge Core Radiator is an exclusive feature ofall Herman Nel- 


HEATING * VENTILATING " COOLING * DRYING * CONDENSING 


THE HERMAN NELSON CORPORATION ~ Moline, 


Builders of Successful Heating and Ventilating Equipment for over 20 Years 


Illinois 


Sales and Service: 


BELFAST, ME. UTICA SCRANTON SAGINAW CINCINNATI DES MOINES ST. LOUIS DALLAS DENVER SEATTLE 
BOSTON BUFFALO PITTSBURGH DETROIT TOLEDO MILWAUKEE BIRMINGHAM OMAHA SALT LAKE CITY SAN FRANCISCO 
PROVIDENCE PHILADELPHIA CHARLOTTE, N.C. CLEVELAND INDIANAPOLIS GREEN BAY ATLANTA EMPORIA SPOKANE VANCOUVER 
NEW YORK CITY WASHINGTON, D.C. GRAND RAPIDS COLUMBUS CHICAGO MINNEAPOLIS MEMPHIS KANSAS CITY PORTLAND TORONTO 


WINNIPEG, MAN. 
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Of the whole installation cost, 
the pipe isn’t 10% 


RIVE that down asthe first pegin our 
survey of thecase, Mr. Bardwell. Even 
if we specify Byers, the pipe alone repre- 
sents only one tenth of our complete pip- 
ing installation. Therest is fittings, freight, 
cartage, labor, incidentals, and overhead. 
If the proportion is surprising to you, I 
can verify it from the detailed estimates. 
It does sound a little surprising; but go 
on with your analysis. 

Well, comparing with Byers, if wecould 
get other pipe for nothing, all we should 
save on our system 2s a whole would be 
10%. 

Iunderstand. 


Now of course we can't save all that 
10%; for even the cheapest pipe costs something. What we 
have to consider is how much we can save, and whether it's 
a real saving, in the sense of being a real economy. 

Well, how much can we save? 


Let's be liberal in our answer. Let's say we can save half the 
cost of Byers. We can't, quite, for no pipe can be bought for 
half this estimate; but suppose it could. Then our saving on 
the whole cost of our pipe system would be half of 10% or 5%. 
That isn't too much of a premium to pay for length of life in 
a thing so vital as the pipe, is it? 

Not if there's any great difference in the service to be expected. 
How much longer will wrought iron last? 

Taking an average, in different cities the country over, about 
twice as long as ordinary merchant pipe. The difference under 
our conditions here, engineers advise us, is rather more. 

What yow're trying to sell me, then, Mr. Ross, is double ser- 
vice for 5% added cost? 


About that, yes. We've every reason to think it'll be at 
least double. 


I'm sold already. I've heard a good deal about the excellence 
of Byers Pipe; but I never saw the extra cost in its true light as 
an investment in durability. I approve of the specification as it 
stands— Byers Pipe throughout. 


A. M. BYERS COMPANY Send for Bulletin No. 38 
“The Installation Cost of Pipe" contains 
Established 1864 ~ Pittsburgh, Pa. analyses of the cost of scores of pipe sys- 
tems and also of replacements. Send for 
Distributors in all Jobbing Centers $ this valuable book. It's free. 


BYERS PIPE "4 


GENUINE WROUGHT IRON 
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The Mather Tower 
Herbert Hugh Riddle, Architect 
Lieberman and Hein, Engineers 


160 N. Wells St. 


Insured Forever 


Against Cracks 
Spalls or Breaks 


COWING 


Pressure UNT. 


JOINT 


OI N 1, 1925 


Facades of height, plain 
or ornamented, need pos- 
itive insurance against 
cracks or spalls. 


The COWING PRES- 
SURE RELIEVING 
JOINT is giving such 
protection to many 
world famous buildings. 


This neat and eternal 
joint zones a building 


Hi! into story heights. It de- 
72 livers exact and auto- 
| matic compensation for 


all destructive stresses 
thrown on the facing 
material by temperature 
changes, compression of 
steel and imposed loads. 


It saves the mortar 
joints and eliminates fre- 
quent tuck pointing—it 
will not squeeze out—it 
lasts as long as the 
building. 


Write for our illustrated 
booklet. 


Cowing Pressure Relieving Joint Co. 


- Chicago, Ill. 


Mortality 


of ordinary 
soil pipe 
carrying acid 
or acid waste 
is high. 


repairs, plus 

the original 

cost of the 

job, soon exceed 
the first and 

only cost of an 
acid-proof 

Duriron installation, 
which is as per- 
manent as the 


building. 


school, hospital, 
industrial and 
commercial labo- 
ratories need 
Duriron drain lines. 


Duriron is installed 
the same and as 
easily as e. h. 

cast iron. 


See Sweet's 
or write us 


for reprint. 


The Duriron 
Company 
Dayton, Ohio 
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HOTEL NEW YORKER 


Company. New Yor 


THE NEW YORKER—NEW YORK CITY 


Another triumph in build wonders York's tallest and largest hotel . 

posing hostelries. The New Yorker's towering lines of beauty, its luxury and comforts are 

particularly in the mechanical part of the structure . . . its major pipe tonnage bears the name 

Copper-Steel Pipe . . . especially resistant to atmospheric corrosion in soil, waste, vent lines and rain leaders 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 


Subsidiary of United States Steel Corporation 


NATIONAL PIPE 
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Meet the 
Lord Baltimore 


There’s no danger of the guests of the mag- 
nificent Lord Baltimore Hotel not being kept 
warm and comfortable due to any fault of the 
radiator traps—not with 1,100 Sarco Radiator 
Traps on the job. 


The architect—W. L. Stoddard—and the 
heating contractor—Lloyd Mitchell — knew 
from past experience that Sarco Radiator 
Traps would not air bind or freeze; that they 
were noiseless in operation and would not 
water hammer; that they were self-cleaning 
and easy to take apart. They knew, too, that 
Sarco Radiator Traps have a perfectly free 
discharge at all times and are unusually long 
lived due to the helical expansion element. 


Play safe and specify “Sarco” for your next 
fine building. Ask for Booklet AK-110. 


SARCO CO., Inc. 


183 Madison Avenue 


New York, N. Y. 
Boston Chicago Detroit Pittsburgh 
Buffalo Cleveland Philadelphia St. Louis 


scares egg "mm. 


SARCO “rear 


A GOOD Heating System 


ENGINEERING AND BUSINESS 


Part Two 


ERVICEmeansa great 
deal when you know the 


record behind the promise. 


SEDGWICK 


DUMB WAITERS 
and ELEVATORS 


for all purposes 
WRITE FOR NEW CATALOG 


Sedgwick Machine Works, 151 W. 15th St., New York 


Representatives in Many Principal Cities 


Ensure your 
installations 


THE Baldor name plate is posi- 
tive assurance that petty me- 
chanical troubles will not oc- 
cur. Simplicity in design, extra 
strength at vital points even 
superior to the recommenda- 
tion of the industry, makerigid 
periodical inspection unneces- 
sary and maintenance costs 
almost nothing. 


Engineers agree that Baldor 
Motors, ball-bearing equipped, 
seldom require attention and 
give perfect satisfaction every 
day in the year. Leading manu- 
facturers of electrically oper- 
ated equipment havestandard- 
ized on Baldor Motors. 


Write for Bulletin 
today. It con- 
tains valuable 

À motor data you 

should have. 


BALDOR 
Electric Co. 


4358 Duncan Ave. 
St. Louis, Mo. 
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HOTEL MCALPIN CHANGES ELEVATORS 


EK a part of an extensive program 
of improvements the Hotel 
McAlpin, New York, has recently in- 
stalled nine Otis Micro-Drive pass- 
enger elevators and four Otis service 
elevators, which replace the old hy- 
draulic equipment. All of this work 
has been done without inconvenience 
to the operating force or guests—a 
wonderful achievement considering 
the magnitude of the task and the 
problems encountered. 


All of the apparatus for the new 
installation was hoisted over the out- 
side of the building to the roof. The 
complete machines were installed 
above the overhead sheaves of the 
hydraulic elevators, without shutting 
down the service until the machines 
were completely set and wired. The 
elevators were then shut down one 
at a time for the removal of the old 
hydraulic equipment, installation of 
new safety devices and connecting up. 


The Hotel McAlpin, through 
this new installation, gains greatly 
increased Vertical Transportation 
service and the Micro-Drive feature 
will insure level landings at all stops 
without the tripping and stumbling 
hazard—an important featurein hotel 
service. A large amount of space 
formerly occupied by the hydraulic 
system is now made available for 
other uses. 


OTIS ELEVATOR. COMPAN 


OFFICES IN ALL PRINCIPAL CITIES OF THE WORLD 
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THE ONLY 


GLASS-LINED STEEL 4 
Chute Made/* 


Laundry 


Full information, details, and 
Specifications on request. 


ROCHESTER, N. Y. 


the most sanitary! 
made of 


THE CUTLER 
MAIL CHUTE 


In its perfected form is the 
outcome of long experience, 
and is designed to meet the 
requirements of public use 
under Postoffice Regulation. 
It is simple and substantial in 
design and construction, dur- 
able in finish, and has an 
Architectural quality which 
is appreciated and much 


commended by Architects. 


THE CUTLER MAIL CHUTE CO. 


GENERAL OFFICES AND FACTORY 


E very modern hospital or hotel can 
profitably use a Pfaudler Laundry Chute, 
not only because of the economy it effects, 
but also because of its superior structural 
features which make it more desirable. 
it is the only genuine glass-lined chute, it is 
Aside from that it is 
which provides 
greater strength, has no seams around door 
throats, and is equipped with ornamental 
service doors finished in “Duco.” 
Bulletin 696! 


heavier steel, 


THE PFAUDLER COMPANY, 89 East Avenue, Rochester, N. Y. 


Explained .... 


Installed in door: depth does 
not protrude beyond door 
knob. Or in wall of vestibule, 
direct to kitchen, over refrig- 
erator, etc. etc. One or more 
compartments, for all and any 
size deliveries, Made of elec- 
trically welded furniture steel, 
insulated. Finish: mahog- 
any, walnut, quartered oak, 
olive green: of rust proof 
d enamel, Locksautomat- 
ically: after delivery outside 
door cannot be opened 
until delivery is removed 
frominside—after which 
outside door becomes 
unlocked for next de- 
livery. Interesting litera- 

ture explains in entire 
detail: sent on request. 


AND BUSINESS 


Section of Pfaud- 
z : ler Chute with 
Send for bottom elbow. 
May be had in 
any height in di- 
ameters of 18” 
and 24 Ask 


e RECEIVADOR 


Takes And Safe-Keeps All Deliveries 
Without Delivery ManEntering Home 
Economical . . Efficient . . Attractive 

TATISTICS tell that each apartment or residence 


averages five deliveries a day: dairy, bakery, grocery, 
meat-market, newspaper, laundry, department stores, dry cleaner, 


Part Two 


As 


for Bulletin 696! 


tailor, etc. Damages to unprotected par- 
cels, annoyances of incompleted deliveries 
and dangers of going to door for deliveries 
are well understood. The Receivador ob- 
viates all this — makes deliveries of sup- 
plies and parcels automatic. High grade 
in design, construction, finish and service 
value—yet very reasonably priced. Now 
in finest apartment buildings and resi- 
dences in all parts of United States. On 
market since 1916. Interesting archi- 
tect's portfolio explains in detail, with 
valuable ideas for installing. Write 
for copy now. 


See SWEET'S Catalog 


RECEIVADOR SALES CO. 
TiloninAve,N.W. Grand Rapids, Mich, 
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WOOLWORTH prefers to ROOF 


according to the 
BARRETT SPECIFICATION 


THE WOOLWORTH BUILDING 
= BARRETT ROOFED IN 1913,— 


The same ROOF | 


the same SERVICE 


in metropolis or province 


Find efficiency, and keep it! Well- 
organized business adopts that pol- 
icy—and keeps it. 

Many years ago the F. W. Wool- 
worth Co. learned of an unmatched 
value in roofs and roof service. A 
Barrett Roof became a part of the 
majestic Woolworth Building—and 
today Woolworth rarely roofs or re- 
roofs any of its properties with other 
than a Barrett Specification Roof, 
applied bya Barrett Approved Roofer 
and bonded for 20 years against 
Tepair or maintenance expense. 


The first consideration, of course, 
is twenty years of bonded expense- 
free performance. But two other 


Barrett Specification Roofs are con- 
structed of alternate layers of prime 
quality tarred felt and the finest coal- 
tar pitch, armored and fire-safed with 
surface-imbedded gravel or slag. They 
are laid by Barrett Approved Roofers 
according to the Barrett Specification 
and bonded by Barrett against repair 
or maintenance expense. 


major considerations also influence 
the choice of this roof: 


(1) Woolworth knows that Barrett 
Specification Roofs far outlive 
the 20-year* guarantee in the 
bond; 


(2) Woolworth knows. that, wher- 
ever it buys, it can deal with a 
Barrett Approved Roofer and 
profit by Barrett Inspection 
Service. 


The nation-wide recognition of 
Barrett Coal-tar Pitch and Felt roofs 
is the result of seventy-five years of 
endeavor and experience. Architects 
and builders can point to 30-, 40- 
and even 50-year roofs of Barrett 


. 
LJ 
Inspected and 


Coal-tar Pitch and Felt and gravel 
that have outlasted countless changes 
in building methods, without once 
surrendering to weather or wear. 
Without once costing a penny for repairs! 


Guaranteed for 20 years is a watch- 
word with Barrett. But it is the 10, 
15, 20 and 30 years’ service beyond 
that time that has so firmly estab- 
lished Barrett as standard. 


There is a Barrett Approved 
Roofer within easy reach of your 
business. 


*The Barrett Company also offers a Specifica- 
tion Type “A” Roof which ıs bonded for 10 
years. This type of roof is adaptable to a 
certain class of buildings. The same high- 
grade materials are used, the only difference 
being in the quantities. 


Bonded by Barrett 


THE BARRETT COMPANY, 40 Rector St, New York c*2 In Canada c+ THE BARRETT COMPANY, Ltd., 5551 St. Hubert St., Montreal, P. Q. 
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Frances Willard School, 
Scranton, Pa., completed 
January, 1929. Frank 
Miller, Architect. Tudor 
R. Williams, Engineer. 
Breig Bros., Contractors. 


A feature of Gypsteel construction is the flat ceil- 
ings, better for sanitation and light reflection. 


Part Two 
1 
i 
| 
i 


Gypstec! method showing how ceiling slabs are 
hung and floor slabs are tied together. 


— X Ó—M———— 


SAVED—FIVE THOUSAND DOLLARS 


Because the Architect Knew GY PSTEEL 
and Designed This School for Its Use 


ECAUSE the light weight of the Gypsteel Pre-Cast 
Gypsum Floor and Roof System permitted a redesign 
of the steel and foundations, the City of Scranton, Penn- 
sylvania, saved over $5000 in the construction of the 
Frances Willard School. The steel throughout the school 
was thoroughly fire-proofed, and a high degree of sound 
insulation was obtained. 
Once construction was started, a number of additional 
savings developed. 
The floors and ceilings were in place as fast as the steel 
went up. There were no costly delays. No forms were 


>! & 


General Offices: 
Linden, N. J. 


GYPSTEEL 


required. Their cost was saved and other trades were not 
obstructed by crews erecting or stripping forms. 


The brown coat of plaster was applied directly to the 
Gypsteel ceiling slabs, so the cost of the “scratch” or 
"bond" coat of plaster was saved. 


As the ceiling slabs were hung below the beams, archi- 
tecturally flat ceilings were obtained. 


Additional information on the Gypsteel System will be 
found in Sweet's Catalogue. Complete catalogue with 
designing details sent on request. 


A 


Laying Gypsteel floor slabs Tying the reinforcement together, 


TS DS Sear shake ew 


CORPORATION fles Offices in 


pA 


Se ER a ma gee 
Cathie lesen kare 
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3 PLY PLY 
A pee ASBESTOCEL AIRCELL 


STRENGTH GEFFICIENCY a "jer = E INCREASED THICKNESS 
TYPICAL DETAILS nos SE SOME a. TYPICAL DETAILS 


E INSULATION: 


«ARCHITECTURAL SERIES PLATE N°5S* 


* ENTIRE SERIES SENT ON REQUEST * 
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KITCHEN 
ENGINEERING 


ww 


HIS covers plan- 
ning and designing 
to secure working 
economies. Likewise 


the furnishing of 
standard equipments, 
and special labor sav- 
ing items for prepar- 
ing and serving food. 
Over a half century in 
business. Finest of in- 
stallations to our credit. 


BRAMHALL DEANE; CO. 
40-53 E.21St Street 
NEW YORK CITY 


Where Decorations 
Are Permanent 


OU may be sure that decorations executed for Wf A T = b 
the eyes of generations to look upon, are a a r a E e 
planned with care. Permanency is paramount. 


. 
No wonder, then, that Clinton Wire Lath is in- D 1S p O S al P 


variably specified. The wire is finely tempered, 
woven into a close, even mesh. The vertical and That question comes up with every modern 
horizontal members provide a double key irre- house. 

spective of the direction of the stroke used in 


onding It is answered best by INcixon, the Home 


Incinerator. Efficient, economical—easiest 
The general adaptation of Clinton Wire Lath has to specify, easiest to install. 


made possible the closest kind of distribution. You This entire subject is helptully discussed 


t e it everywhere. S x x y 
a aaa in Architectural File Data A. I. A. File 
Just specify Clinton and know that permanency of 35]41. Write for free copy. 

plaster and decorations are assured, from the stand- See also Sweets Cataing C-4089 


point of proper foundation and plaster re-enforce- 
ment. Home Incinerator Company, MILWAUKEE, W':sCONSIN 


Let us send you descriptive literature. | N C | 
. . 
WICKWIRE SPENCER STEEL CO. ir Gui NO R 


41 East 42nd Street, New York City, N. Y. Good Riddance 
Worcester — Crrcaco Los ANGELES GARBAGE E RUBBISH . TRASH 


BUFFALO ATLANTA SEATTLE 
aA © 1928, H. I. Co. 


CLEVELAND San Francisco PORTLAND 
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American (ities 
BOSTON — Faneuil Hall 
“the cradle of American liberty” 


Drawing by M. Paur Rocne (Series No.8.) 


pe r 

D" OF, BosroN, as in other American 
cities, Architects and Builders alike are turningto 
Duraflex-A as the Flooring best suited to modern 
ideas of construction and economy. Duraflex-A 
Flooring provides a permanent, seamless wearing 
surface that can be maintained against wear and 
damage. It can be kept easily and economically in 
continuous perfect condition. Send for com- 
plete data and specifications. 

THE DURAFLEX COMPANY, Inc. 

BALTIMORE, MARYLAND 


Orrices iN Princrpan Cirixs 


DURAFLEX-A 
FLOORING 


In Boston — A recent Duraflex-A installation 
Insurance ExcmaNcE BUILDING 
Coolidge and Shattuck, Architects 


I DURAFLEX TILE 
220,000 square feet of Duraflex-A 


THE NEW YORKER 
model Electrolux 


bas 


of tbree cubic feet 
and makes forty 
large ice cubes be- 
tween meals. Spe- 
cially designed for 
serving pantry or 


ARCHITECTURAL 


a food capacity 


kitchenette. 


ENGINEERING 


AND BUSINESS 


Now... 


a Gas Refrigerator 
for the smallest apartment kitchen 


New Electrolux New Yorker model 
specially designed for the serving 
pantry or kitchenette 


REFRIGERATOR for the small apart- 

ment no problem now. The new model 
Electrolux was designed to fill this need. It’s 
called the New Yorker and fits in a space 
only 26 1-8 inches by 19 9-16 inches. 

The New Yorker possesses all the unique 
qualities that have made the other Electrolux 
models so popular. Ample food space. . . 
plenty of large ice cubes . . . perfect refrigera- 
tion at all times . . . And it is absolutely noise- 


less. The Electrolux has no machinery or 
moving parts to wear, get out of order, or 
make the slightest whisper of sound. A tiny 
gas flame and a trickle of water do all the 
work of making endless, dry cold. 

The Gas Refrigerator costs far less to oper- 
ate than any other refrigerating system. And 
no moving parts means no irritating repair 
and replacement bills. 

There are many different Electrolux models. 
One for the largest mansion and one for the 
tiniest apartment. A letter will bring you 
complete specifications. No obligation. Just 
address your request to: Servel Sales, Inc., 


Evansville, Indiana. 


ELECTROLUX 


THE GAS REFRIGERATOR 
MADE BY SERVEL 


Part Two 
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KITCHEN MAID 


D ok * B5 E 2T C HM E 


LEXIBILITY . .. plus features 
that spell client satisfaction 


So varied and so flexible are the new Kitchen Maid Units Right: the Dino- 


papi! to M 
our people 
‘Sturdy, rdi 
charming in ap- 
: " K pearance. There 
But even more important is the fact that these units — isa color combi- 


LG. 3 z tii - 
possess features which invariably meet the ideals of those paces 


who pay for their installation. — color 


that, no matter what style or size of kitchen you are plan- 
ning, there are units to fit your equipment specifications. 


They provide color to harmonize with any interior 
scheme—a choice of Pastel Green, Cactus Green, Traver- 
tine Ivory, Dove Gray or Shasta White enamel finish. 


They offer a new degree of sanitation; rounded inside 
corners; smooth surface, five-ply lumber cove doors; con- 
cealed hinges with chromium plating; enameled com- 
partments for pots and pans; rust-proof catches, strikes 
and interior hardware; opalescent glass drawer pulls. 
And Kitchen Maid Units, moreover, have back of their 
manufacture the experience and craftsmanship of America’s 
largest exclusive makers of built-in equipment for the Above: the Dinofold—folded up 
kitchen. Let us send you our catalogue, dimensional draw- — 7"douof the way inan instant 


May be used on wall, door, or 
ings and prices. in wall recess. 


WASMUTH-ENDICOTT COMPANY, 1805Snowden St., Andrews, Ind. 


REPRESENTATIVES IN ALL PmrwciPAL Cris. Ir iN. CANADA, ADDRESS BRANCH OFFICE WATERLOO, ONT. 
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UNITED 


The Banks of METAL 
Today are Protected DOORS 


With Steel Throughout AND 
TRIM 


THE MOST STEALTHY THIEF 
OF ALL IS TIME ITSELF 


SALES AND SERVICE 
OFFICES IN ALL 
PRINCIPAL CITIES 


Massive steel bolts, drill-proof steel plates, $uard the 
great vaults where money and valuables are kept, yet 
in many banks no precautions are taken against the 
depredations of Time. 

Others, building for generations to come, specify 
United Hollow Metal Doors and Trim, Elevator En- 
closures and Partitions, proof against the passage of 
the years. In this age of steel, no building can be con- 
sidered modern with burnable interior construction. 
United makes fire hazard unnecessary. 


THe UNrrEDp MeraL Propucts Co., Canton, Ohio 


WRITE FOR COMPLETE 
INFORMATION 


American Commercial — and 
Sav Bani 


HEEL HE ELLE LEE ELE EH LEER E EU ELLE LL LLLI LL 


i= 


For Hot Water 
eating Systems 


DOES LOWEST PRICE 
mean LOWEST COST? 


Cost of ownership, not purchase 
price, is the correct measure of 


value in the purchase of electric re- i 
frigeration. Specify 
Judged on this basis, you will the 


specify Lipman every time for the 


E HYDROLATOR 


aa puce udo mene db FOR BETTER HOT WATER CIRCULATION 

cost of ownership continue for 

years and years afterwards. On hundreds of successful installations the HyDROLATOR has 
Send for booklet ^E-27." Know definitely proven its ability to circulate hot water at greatly in- 

and watch Lipman in 1929! creased speed. Overcomes practically all forms of sluggish circu- 


lation. Write for Bulletin 828-H showing the various uses to 
which architects and engineers may put this device. 


| | 
| — JANETTE MANUFACTURING COMPANY, Dept. A4 
Singer Bldg. 556-58 Wost Monroe Street Real Estate 
| 140 Broadway Chicago, Ilinois. Trust Bldg. 
| NEW YORK Representatives in Leading Cities PHILADELPHIA 
ee 

ee icem cmm ERIT 
ILLDIETUECYOREDEGUERUTU E HE NEUE NEUE RS RETURUY 


There Is Only One 


=] HYDROLATOR p 
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Frigidaire Water Coolers add to the comfort, health and satisfaction 

of tenants in the Breslin Building, Louisville, Ky. It is one of the 

most popular and successful. modern. office buildings in the city. 
Joseph & Joseph, architects. 
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Frigidaire Compressors in 


Breslin Building. 


That slight difference between 


the obsolete 


E consider the old method of cooling 
WW with ice practically obsolete,” 
write Joseph & Joseph, designers of the 
Breslin Building. Louisville, Ky. ‘The 
various Frigidaire equipments used in our 
work have proved highly satisfactory.” 

Buildings with obsolete water 
cooling equipment cannot 


z 


compete upon equal footing 
with those that are modernized 
with Frigidaire Water Coolers. 
Frigidaire provides the final 
touch of perfect service that 
sets the well planned and ex- 
pertly managed property apart 


and the new 


from the mass. It attracts the more desir- 
able class of buyers and renters, speeds up 
salesandrentals, and buildsupnet profits... 
allatloweroperatingcostthan mustbe paid 
for inefficient methods of water cooling. 

Make a full investigation. Learn about 
the low costs and the new, easy 
G.M.A.C. terms to builders and 
owners. Payment may be made 
either out of income or capital, 
as most convenient. Write a 
memo for complete imforma- 
tion today. Frigidaire Corpora- 
tion, Subsidiary of General 
Motors Corporation, Dayton, O. 


FRIGIDAIRE 


The 


QUIET Automatic 


Refrigerator 
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Builders Building, 
Chicago 
Graham, Anderson, 
Probst & White, 
Architects 
40,000 square feet of 
Moulding Master 
Floors in offices, din- 
ing and club rooms. 


Floors * * * . * * hd * * * . . E over all 


IMB 
FLOORING 


Moulstone 
Underlayment 
Moultile 
Duraflor 
Rubbercote 
Marbletread 


Flooring 
Requirements 


The complete line of floors now offered by Moulding make it pos- 
sible to include all floors under one contract—a real advantage from 
the point of view of time and general satisfaction of the work. 


Each Moulding Master Floor has been thoroughly tried and proven 
in actual use. Each floor is specifically designed for the use for 
which it is recommended. 


Qualified representatives of our organization supervise all installa- 
tions. 


Detailed information and specifications furnished on request. 


THOS. MOULDING FLOOR CO. 


(Flooring Division—Thos. Moulding Brick Co.) 
165 West Wacker Drive, Chicago, Ill. 


Grand Central Terminal Bldg., New York, N. Y. Chamber of Commerce Bldg., Pittsburgh, Pa. 


COLOR ix Sepe-co Lathrooms 


TRIKING in originality, this bath- 

room vibrates with the spirit of 
modern art. The pleasing variation 
in the color of its appointments and 
decorative scheme, is evidence of how 
greater interest, beauty and cheerful- 
ness may be obtained by the artistic 
blending or contrasting of several 
harmonious colors. A marked depart- 
ure from the conventional form of 
decorative scheme, it is an excellent 


example of how various colors may be 
employed in the creation of beautiful 
bathrooms. 


In delicate tints that blend delightfully 
with whatever color effect you may 
desire, Te-pe-co Vitreous China and 
Porcelain Plumbing Fixtures afford the 
utmost in beauty and sanitation. What- 
ever Te-pe-co color you may prefer 
carries the same guarantee of quality 
and durability. 


THE TRENTON POTTERIES COMPANY 


Trenton, New Jersey, U.S.A. 


National Exhibit Rooms 
101 Park Ave, New York City 


Entrance on 41st Street 


Sales offices in 
Philadelphia, Boston 


and San Francisco 


Export Office: 115 Broad St., New York City 


~PE~CO 


ALL CLAY 


PLUMBING FIXTURES 


Our Guarantee 


The Trenton Potteries 
Company makes but one 
grade of ware—the best 
that we can produce— 
and sells it at reasonable 
prices, We sell no seconds 
or culls, Our ware is 
guaranteed to be equal 
in quality and durability 
to any sanitary ware 
made in the world. The 
'TE-PE-CO trade mark is 
found on all goods man- 
ufactured by this Com- 
pany and is your guaran- 
teethat youhavereceived 
that for which you have 


paid. 


—— 


A copy of "Bathrooms 
of Character" Edition B 
—together with color 
chart showing the vari- 
ous tints and grainings 
of Te-pe-co ware, will be 
forwarded upon receipt 
of 1%c in postage. 


Equipped with 
GENERAL ELECTRIC 


WIRING 
MATERIALS 


Rising high into the clouds stands 
the American Insurance Union 
Citadel . . . splendid, impressive, 
modern! Its architect, engineers and 
builders may well be proud. 


They have created a beautiful struc- 
ture, and they have made a practical, 
comfortable building as well. 


Lasting electrical efficiency is assured 
because, hidden behind its walls, are 
General Electric Wiring Materials. 


= ; A 
Í(—— They will cut maintenance costs 


AMERICAN INSURANCE UNION CITADEL and maintain the high standards of 
50 West Broad Street, Columbus, Ohio 
Architect & Engineer: C. Howard Crane of Detroit, Mich. electrical service. The General 


Associate Architect: J. Upton Gribben, Columbus, Ohio 
General Contractor: John Gill & Sons, Cleveland, Ohio : 
Electrical Contractor: Iron City Engineering Co., Detroit, Mich. Electric name guarantees that! 


GENERAL @ ELECTRIC 
WIRING SYSTEM 


MERCHANDISE DEPARTMENT - GENERAL ELECTRIC COMPANY - BRIDGEPORT. CONNECTICUT 
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Selected List of Manufacturers’ Publications 


FOR THE SERVICE OF ARCHITECTS, ENGINEERS, DECORATORS, AND CONTRACTORS 


The publications listed in these columns are the most important of those issued by leading manufacturers identified with the 
building industry. They may be had without charge unless otherwise noted, by applying on your business stationery to The 
Architectural Forum, 521 Fifth Ave., New York, or the manufacturer direct, in which case kindly mention this publication. 


ACOUSTICS 


R. Guastavino Co,, 40 Court St, Boston, t 
Akoustolith Plaster. Brochure, 6 pp. 8! x M ins. 
data on a valuable material 
U. S. Gypsum Co., 205 W. Monroe St., Chicago, Ill. 
A Scientific Solution of an Old Architectural Problem. Folder, 
6 pp. 844 x 11 ins. Describes Sabinite Acoustical Plaster. 


Important 


AIR FILTERS " 


Staynew Filter Corporation, Rochester, N. Y. 

Protectomotor High Efficiency Industrial Air Filters. Booklet. 
20 pp. 8% x 11 ins. Illustrated. Data on valuable detail of 
apparatus, 

Making the Most of Your Protectomotor. 
ins. Tllustrated. 

The Protectomotor Industrial Air Filter, 
Illustrated. 

Introducing the Model C. P. Pipe Line Filter. 
4x9 ins. Mustrated. 


Folder, 6 pp. 34 x 69 
Folder, 6 pp.. 4 x 9 ins. 


Folder, 8 pp., 


ASPHALT 
Barber Asphalt Company, New York. Philadelphia, Chicago, Pitts- 
burgh, Kansas City, St. Louis, San Francisco, 1 
Specifications for Applying Genasco Asphalt Mastic, Booklet, 
16 pp., 8 x 9 ins. 
Genasco Trinidad Lake Asphalt Mastic. 
9 ins. 
Specifications for Applying Genaseo. 


Brochure, 32 pp, 6 x 
Booklet, 16 pp., 8 x 10% ins. 


BATHROOM FITTINGS 
A. P. W. Paper Co. Albany, N. Y. - 

Onliwon for Fine Buildings. Folder, 8 pp, 34 x 6 ins, Mus- 
trated. Deals with toilet paper fittings of metal and porcelain. 

Architects’ File Card, 8% x 11 ins. Illustrated. Filing card on 
toilet paper and paper towel cabinets. 

A Towel Built for Its Job. Booklet, 8 pp, 44 x 954 ins. Mus- 
trated. Paper Towel System and Cabinets. 


Cabinets and Fixtures. Booklet, 32 pp., 534 x 4% ins. 
Catalog and price list of fixtures and cabinets, 


Illustrated. 


BRICK 
American Face Brick Association, 
Chicago, M. 

Brickwork in Italy, 298 pp., size 744 x 10% ins., an attractive 
and useful volume on tne history and use of brick in Italy 
from ancient to modern times, profusely illustrated with 69 
line drawings, 300 half-tones, and 20 colored plates, with a map 
of modern and XIT century Italy. Bound in linen. Price now 
$3.00, postpaid (formerly $6.00). Half Moroeco, $7.00. 

Industrial Buildings and Housing. Bound Volume, 112 pp. 
8% x 11 ins. Profusely illustrated. Deals with the planning o! 
factories and employes’ housing in detail, Suggestions are 
given for interior arrangements, including restaurants and rest 
rooms. Price now $1.00 postpaid (formerly $2.00). 

Common Brick Mfrs. Assn. of America, 2134 Guarantee Title Bldg., 
Cleveland. 

Brick; How to Build and Estimate. Brochure, 96 pp. 84 x 11 
ins. Illustrated. Complete data on use of brick. 

The Heart of the Home. Booklet, 24 pp., 8% x 11 ins, Mus- 
trated. Price 25 cents. Deals with construction of fireplaces 
and chimneys. 

Skintled Brickwork. Brochure, 16 pp., 8% x 11 ins. Illustrated. 
Tells how to secure interesting effects with common brick. 

Building Economy. Monthly magazine, 22 pp., 8% x 11 ins. 
Illustrated. $1 per year, 10 cents a copy. For architects, 
builders and contractors. 

lanley , Bradford, Pa, 

General Catalog. 16 pp. 8% x 11 ins. 

Bradford Reds. Folder. 8 pp., 3 x 8 ins, 


1751 Peoples Life Building, 


Tllustrated. 
Illustrated. 


CEMENT 


Company, The, Mankato, Minn. 

A Remarkable Combination of Quality and Economy. Booklet, 
20 pp. 84 x 11 ins. Illustrated. Important data on valuable 
material. 

Kosmos Portland Cement Company, Louisville, Ky. 

Kosmortar for Enduring Masonry. Folder, 6 pp, 334 x 654 ins. 
Data on strength and working qualities of Kosmortar. 

Kosmortar, the Riortar for Cold Weather. Folder, 4 pp., 334 x 64 
ins. Tells why Kosmortar should be used in cold weather. 

Louisville Cement Co., 315 Guthrie St., Louisville, Ky. 

BRIXMENT for Perfect Mortar. Self-filing handbook, 84 x 11 
ins. 16 ih Illustrated. Contains complete technical descrip- 
tion of BRIXMENT for brick, tile and stone masonry, speci- 
fications, data and tests. 


CEMENT—Continued 


Portland Cement Association, Chicago, Ill. j 

Concrete Masonry Construction. ooklet, 48 pp. 814 x 11 ins. 
Mustrated. Deals with various forms of construction. 

Town and Country Houses of Concrete Masonry. Booklet, 20 pp., 
8% x I ins. Illustrated. 

Facts About Concrete Building Tile. 
ins. Illustrated. 

The Key to Firesafe Homes. 
trated, 

Design and Control of Concrete 
85 x 11 ins, Illustrated. 

Portland Cement Stucco. 
trated. 

Concrete in Architecture. 
Mlustrated, An excellent 
interiors. 


Brochure, 16 pp., 854 x 11 


Booklet, 20 pp., 84 x 11 ins, Mus- 


Mixers. Brochure, 32 pp, 


Booklet, 64 pp. 89$ x 11 ins. Mus- 


Bound Volume, 6) pp. 84 x 11 ins. 
work, giving views of exteriors and 


CONCRETE BUILDING MATERIALS 


Portland Cement Company, Louisville, Ky, 
High Early Strength Concrete, Using Standard Kosmos Portland 
ement. Folder, 1 page, 8/4 x 11 ins. Complete data on securing 
high strength concrete in short time. 


CONCRETE COLORINGS 


The Master Builders Co., 7016 Euclid Ave., Cleveland, 

Color Mix, Colored Hardened Concrete Floors (integral). Bro- 
chure, 16 pp, 85$ x 11 ins. Illustrated. Data on coloring for 
floors. 

Dychrome. Concrete Surface Hardener in Colors, 


Folder, 4 ppu, 
8 x 11 ins. Illustrated, 


Data on a new treatment. 


CONSTRUCTION, FIREPROOF 


Master Builders Co., Cleveland, Ohio. 

Color Mix. Booklet, 18 pp., 8% x 11 ins, Illustrated. Valuable 
data on concrete hardener, waterproofer and dustproofer in 
permanent colors. 

National Fire Proofing Co., 250 Federal St., Pittsburgh, Pa. 

Standard Fire Proofing Bulletin 171. 8% x 11 ins., 32 pp. 
trated. A treatise on fireproof floor construction. 

North Western Expanded Metal Co., 1234 Old Colony Building, 
Chicago, Ill. 

North Western Expanded Metal Products. Booklet, 8% x 104 ins. 
16 pp. Fully illustrated, and describes different products oí 
this company, such as Kno-burn metal lath, 20th Century 
Corrugated, Plaster-Sava and Longspan lath channels, etc. 

A. L A. Sample Book, Bound volume, 8/4 x 1l ins., contains 
actual samples of several materials and complete data regard- 
ing their use. 


Illus- 


CONSTRUCTION, STONE AND TERRA COTTA 


Cowing Pressure Relieving Joint Company, 100 North Wells St., 
Chicago, Ill. 
Pressure Relieving Joint for Buildings oí Stone, Terra Cotta or 
Marble, Booklet, 16 pp., 8% x 11 ins, Illustrated. Deals with 
preventing cracks, spalls and breaks. 


DAMPPROOFING 


The Master Builders Co., 7016 Euclid Ave., Cleveland. 

Waterproofing and Dampproofing Specification Manual. Booklet, 
18 pp, 8% x 11 ins. Deals with methods and materials used. 

Waterproofing and Dampproofing. File. 36 pp. Complete de- 
scriptions and detailed specifications for materials used in 
building and concrete. 

Sons, Inc., L., 116 Fifth Ave, New York. 

Specification Sheet, 8/4 x 11 ms. Descriptions and specifications 

of compounds for dampproofing interior and exterior surfaces. 
Toch Brothers, New York, Chicago, Los Angeles. 

Handbook of R. I. W. Protective Products. Booklet, 40 pp., 414 

x 7% ins. 
The Vortex Mfg. Co., Cleveland, Ohio. 

Par-Lock Specifications “Forms A and B" for dampproofing and 
plaster key over concrete and masonry surfaces. 

Par-Lock Specification “Form J” for dampproofing the tile wall 
surfaces that are to be plastered. 

Par-Lock espagne Specification Forms C. F, I, and J. 
Sheets 8% x 11 ins. Data on gun-applied asphalt dampproofing 
for floors and walls. 


DOORS AND TRIM, METAL 


The American Brass Company, Waterbury, Conn. 

Anaconda Architectural Bronze Extruded Shapes. Brochure, 
180 pp. 8% x 11 ins, illustrating and describing more than 
2,000 standard bronze shapes of cornices, jamb casings, mould- 
ings, etc. 


190 


ACTURERS’ 


SELECTED LIST OF MA 


DOORS AND TRIM, METAL—Continued 
Richards-Wilcox Mfg. Co., Aurora, Ill. i 
Fire-Doors and Hardware. Booklet, 8/4 x 11 ins., 64 pp. Ilus- 
trated. Describes entire line of tin-clad and corrugated fire 
doors, complete with automatic closers, track hangers and all 
the latest equipment—all approved and labeled by Underwriters’ 
Laboratories. 
Truscon Steel Company, Youngstown, Ohio, 
Copper Alloy Steel Doors. Catalog 110. Booklet, 48 pp., 8/4 x 11 
ins, Tllustrated. 


DOORS, SOUNDPROOF 
Irving Hamlin, Evanston, Ill. i 
The Evanston Soundproof Door. Folder, 8 pp, 84 x 11 ims. 
lllustrated. Deals with a valuable type of door. 


DUMBWAITERS 
Machine Works, 151 West 15th St, New York, N. Y. 
Catalog and Service Sheets. Standard specifications, plans and 
prices for various types, etc. 444 x 8% ins., 60 pp. Illustrated. 
Catalog and pamphlets, 8% x 11 ins. Illustrated. Valuable data 
on dumbwaiters. 


ELECTRICAL EQUIPMENT 
Baldor Electric Co., 4358 Duncan Avenue, St. Louis, Mo. 

Baldor Electric Motors, Booklet, 14 pp., 8 x 10% ins. Illustrated. 
Data regarding motors. 

General Electric Co., Merchandise Dept., Bridgeport, Conn. 
Wiring System Specification Data for Apartment Houses and 
Apartment Hotels. Booklet, 20 pp, 8 x 10 ins. Illustrated. 
Electrical Specification Data for Architects, Brochure, 36 pp. 
8 x 10% ins. Illustrated. Data regarding G. E. wiring mate- 

rials and their use. 

The House of a Hrndred Comforts, Booklet, 40 pp. 8 x 10% 
ins. Illustrated. Dwells on importance of adequate wiring. 
Harvey Hubbell, Inc., Bridgeport, Conn, 
Electrical Specialties. Catalog No. 19. 

Illustrated, 
Pick-Barth Company, Inc., Albert, 1200 West 35th St., Chicago, and 
Cooper Square, New York. 

School Cafeterias. Booklet, 6 x 9 ins. Illustrated. The design 
and equipment of school cafeterias with photographs of instal- 
lation and plans for standardized outfits. 

Westinghouse Electric & Mfg. Co., East Pittsburgh, Pa. 

Electric Power for Buildings. Brochure, 14 pp, 84 x 11 ins. 
Titustrated. A publication important to architects and engi- 
neers. 

Variable-Voltage Central Systems as Applied to Electric Eleva- 
tors. Booklet, 12 prs: 8% x 11 ins. Illustrated. Deals with 
an important detail of elevator mechanism, 

Modern Electrical Equipment for Buildings. Booklet, 84 x 11 
ins, Illustrated. Lists many useful appliances. 

Electrical Equipment for Heating and Ventilating Systems, Book- 
let, 24 pp., 8% x 11 ins. Illustrated. This is “Motor Applica- 
tion Circular 7379." 

Westinghouse Panelboards and Cabinets (Catalog 42-A). 
32 pp, 8% x 11 ins. Illustrated. 
details of equipment. * 

Beauty; Power; Silence; Westinghouse Fans. (Dealer Catalog 45.) 
Brochure, 16 pp. 8% x 11 ins. Illustrated. Valuable infor- 
mation on fans and their uses. 

Electric Range Book for Architects (A. L A. Standard Classi- 
fication 31 G-4). Booklet, 24 pp, 8/4 x 1l ins. Illustrated. 
Cooking apparatus for buildings of various types. 

Westinghouse Commercial Cooking Equipment (Catalog 280). 
Booklet, 32 pp., 8/4 x 11 ins. Illustrated. Equipment for cook- 
ing on a large scale. 

Electric Appliances (Catalog 44-A). 
with accessories for home use. 


ELEVATORS 
Otis Elevator Company, 260 Eleventh Ave, New York, N. Y. 

Otis Push Button Controlled Elevators. Descriptive leaflets, 814 
x 11 ins. Ilustrated. Full details of machines, motors and con- 
trollers for these types, 

Otis Geared and Gearless Traction. Elevators of All Types. De- 
scriptive leaflets, 8% x 11 ins, Illustrated. Full details of 
machines, motors and controllers for these types. 

Escalators. Booklet, 8/4 x 11 ins., 22 pp. Illustrated. Describes 
use of escalators in subways, department stores, theaters and 
industrial buildings. Also includes elevators and dock elevators. 

Richards-Wilcox Mfg. Co., Aurora, Ill. 

Elevators. Booklet, 814 x 11 ins, 24 pp. Illustrated. Describes 
complete line of “Ideal” elevator door hardware and checking 
devices, also automatic safety devices, 

Sedgwick Machine Works, 151 West 15th St., New York, N. Y, 

Catalog and descriptive pamphlets, 44 x 8% ins, 70 pp. Illus- 
trated. Descriptive pamphlets on hand power freight elevators, 
sidewalk elevators, automobile elevators, etc. 


Catalog and pamphlets, 8% x 11 ins. Illustrated. Important data 
on different types of elevators. 


ESCALATORS 


Otis Elevator Company, 260 Eleventh Ave, New York, N. Y. 
Escalators. Booklet, 32 pp., 8/4 x 11 ins. Ilustrated, A valuable 
work on an important item of equipment. 


FIREPLACE CONSTRUCTION 


H. W. Covert Company, 243 East 44th Street, New York, N. Y. 
Covert Fireplace Construction. Booklet, 12 pp, 8.4 x 11 ins. 
Illustrated. Valuable data on an important topic. 


52 pp, 8% x 10 ins. 


Booklet, 
Important data on these 


32 pp, 8% x 11 ins, Deals 
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FIREPROOFING 
Concrete Engineering Co, Omaha, Neb. 
Handbook of Fireproof Construction. Booklet, 54 pp, &4 x 11 
ins. Valuable work on methods of fireproofing. 
North Western Expanded Metal Co., 407 South Dearborn Street, 
Chicago, Ill. 
A. L A. Sample Book. Bound volume, 84 x 11 ins. Contains 
actual samples of several materials and complete data regard- 
ing their use. 


FLOOR HARDENERS (CHEMICAL) 
Master Builders Co., Cleveland, Ohio. 

Concrete Floor ‘treatment. Kile, 50 pp. 
ened dustproof concrete. 

Concrete Floor Treatments—Specification Manual Booklet, 24 
pp. 8% x 11 ins. Illustrated. Valuable work on an important 
subject. 

Sonneborn Sons, Inc., L., 116 Fifth Ave., New York, N. Y. - 

Lapidolith, the liquid chemical hardener. Complete sets of speci- 

ications for every building type in which concrete floors are 
used, with descriptions and results of tests. 
Toch Brothers, New York, Chicago, Los Angeles. 

Handbook of R.LW. Protective Products. Booklet, 40 pp., 4/4 x 

7% ins. 
FLOORS—STRUCTURAL 
Truscon Steel Co., Youngstown, Ohio. 5: 

Truscon Floretyle Construction. Booklet, 8% x 11 ins, 16 pp. 
Tilustrations of actual jobs under construction. Lists of prop- 
erties and information on proper construction. Proper method 
of handling and tables of safe loads. 

Structural Gypsum Corporation, Linden, N, J. 3 

Gypsteel Pre-cast Fireproof Floors, Booklet, 36 pp., 8% x 11 ins. 
Thustrated. Data on flooring, 


FLOORING 
American Blue Stone Co., 101 Park Avenue, New York, N. Y. 

Non-Slip Floors. Brochure, 12 pp. 8% x 1l ins. Illustrated. 

Armstrong Cork Co. (Linoleum Division), Lancaster, Pa. 

‘Armstrong's Linoleum Floors. Catalog, 8% x 11 ins., 44 pp. Color 
plates. A technical treatise on linoleum, including table of 
gauges and weights and specifications for installing linoleum 
floors. Newly revised, February, 1929. 

Armstrong's Linoleum Pattern Book, 1929. Catalog, 9 x 12 ins., 

p. Color plates. Reproduction in color of all patterns of 
linoleum and cork carpet in the Armstrong line. 

Linoleum Layer's Handbook. 5 x 7 ins., 36 pp. Instructions for 
linoleum layers and others interested in learning most satis- 
factory methods of laying and taking care of linoleum. 

Enduring Floors of Good Taste. Booklet, 6 x 9 ins, 48 pp. 
Mlustrated im color, Explains use of linoleum for offices, stores, 
etc, with zapro darp in color of suitable patterns, also speci- 
fications and instructions for laying. 

Blabon Company, Geo. W., Nicetown, Philadelphia, Pa. " 

Planning the Color Schemes for Your Home. Brochure, illus- 
trated in color; 36 pp. 7⁄4 x 10% ins. Gives excellent sug- 
gestions for use of color in flooring for houses and apartments. 

Handy Quality Sample Folder of Linoleums. Gives actual sam- 
ples of “Battleship Linoleum," cork carpet, “Feltex,” etc. 

Blabon's Linoleum. Booklet, illustrated in color; 128 pp., 344 x 854 
ins. Gives patterns of a large number of linoleums. 

Blabon's Plain Linoleum and Cork Carpet. Gives quality sam- 
ples, 3 x 6 ins. of various types of floor coverings, 

Bonded Floors Company, Inc., 1421 Chestnut St., Philadelphia, Pa. 

A series of booklets, with full color inserts showing standard colors 
and designs. Each booklet describes a resilient floor material 
as follows: 

Battleship Linoleum. Explains the advantages and uses of this 
durable, economical material. 

Marble-ized (Cork Composition) Tile. Complete information on 
cork composition marble-ized tile and many artistic effects 
obtainable with it. 

Treadlite (Cork Composition) Tile. Shows a variety of colors and 
patterns of this adaptable cork composition flooring. 

Natural Cork Tile. Description and color plates of this super- 
quiet, resilient floor, 

Resilient Floors in Schools. Resilient Floors in Stores. Resilient 
Floors in Hospitals. Resilient Floors in Offices. Resilient 
Floors in Apartments and Hotels. Booklets, 8 pp., 8% x 11 ins. 
Illustrated. 

Specifications for Resilient Floors. Leather bound booklet, 48 pp., 
8% x 1l ins. Illustrated. Practical working specifications for 
insania. battleship linoleum, cork composition tile and cork 
tile. 

a Bloxonend Flooring Co., Keith & Perry Bldg., Kansas City, 
Missouri. 

Bloxonend Flooring. Booklet, 3⁄4 x 64. ins, 20 pp. Illustrated. 
Describes uses and adaptability of Bloxonend Flooring to con- 
crete, wood or steel construction, and advantages over loose 
wood blocks. 

File Folder. 93$ x 1134 ins. For use in connection with A. I. A. 
system of filing. Contains detailed information on Bloxonend 
Flooring in condensed loose-leaf form for specification writer 
and drafting room. Literature embodied in folder includes 
standard Specification Sheet covering the use of Bloxonend in 
pen industrial service and Supplementary Specification Sheet 
No. 1, which gives detailed M and explanation of an 
approved method for E loxonend in gymnasiums, 
armories, drill rooms and similar locations where maximum 
resiliency is required. 

ellized Oak Flooring, Memphis, Tenn. 

Style in Oak Floors. Booklet, 16 pp., 6 x 9 ins. 


Data on securing hard- 
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1 SECTIONAL DIAGRAM 
FE ; HOWING METHOD OF 
LADIES MEN'S SANITARY DRAINAGE FOR 
THREE BASEMENTS 
BELOW SEWER LEVEL 
IN AN OFFICE BUILDING 


To handle sewage 


from sub-basements 


HE disposal of sewage and 
drainage from sub-basements 
of tall buildings is easily and satis- 
factorily provided for by installing 
a Jennings Sewage Ejector. 
Operating on the pneumatic prin- 
ciple, the Jennings Ejector is simple 
in construction and reliable in 
operation. Crude sewage is raised 
to street sewer level without being 
screened. Low pressure air is fur- 
nished only when material is being 
moved. Air valves, air 
storage tanks and recipro- 
cating compressors all be- 


enni 


come unnecessary. No working 
parts come in contact with the 
sewage. There are no submerged 
impellers to lose efficiency by be- 
coming caked with solid matter. 
A Jennings Ejector retains its orig- 
inal capacity throughout its 
entire life. 
Jennings Sewage Ejectors 
are furnished in capacities 
ranging from 30 g.p.m.— 
sufficient to serve five toilets 
—up to 1500 g.p.m. 
Heads up to 50 fect. 
Write for Bulletin 67. 


THE NASH ENGINEERING CO. Jg. WILSON ROAD, SOUTH NORWALK CONN. 
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SELECTED LIST OF MANUFACTURERS’ PUBLICATIONS — Continued from page 190 


FLOORING—CONTINUED 
Thomas Floor Co., 165 W. Wacker Drive, Chicago, Ill. 
Better Floors. Folder, 4 pp., 114 x 13M ins. Illustrated. Floors 
for office, administration and municipal buildings. 
Better School Floors. Folder, 4 pp., 1134 x 13% ins. Illustrated. 
Characteristics, Specifications and Uses. Brochure, 16 pp. 114 
x 13M ins. Illustrated. Data on floors. 

C. Pardee Works, 9 East 45th St., New York, N. Y., and 1600 Wal- 
nut St, Philadelphia, Pa. P 
Pardee Tiles. Bound Volume, 48 pp., 8:4 x 11 ins. Illustrated. 

Structural Corporation, Linden, N. ii 
Gypsteel Pre-cast Fireproof Floors. Booklet, 36 pp. 8j x ll 
ins. lllustrated. Data on floorings. 
U. S. Gypsum Co., Chicago. 
Pyrobar Floor Tile. Folder, 8/4 x 1l ins. Illustrated. Data on 
building floors of hollow tile and tables on floor loading. 
United States Tile Co., Parkersburg, W. Va. | 
Quarry Tiles for Floors. Booklet, 120 pp. 834 x 11 ins. Tilus- 
trated. General Catalog. Details of patterns and trim for floors. 
Art Portfolio of Floor Designs. 9:4 x 12% ins. Illustrated in 
colors, Patterns of quarry tiles for floors. 
U. S. Rubber Co., 1790 Broadway, New York, N. Y. i 
Period Adaptations for Modern Floors. Brochure, 8 x ll ins, 
60 pp. Richly Illustrated. A valuable work on the use of rub- 
ber tile for flooring in interiors of different historic styles. 


FURNITURE 
American Seating Co., 14 E. Jackson Blvd., Chicago, Ill. | 

Art Ecclesiastical Booklet, 6 x 9 ins., 48 pp. Illustrations of 
church fitments in carved wood. 

Theatre Chairs. Booklet, 6 x 9 ins, 48 pp. 
theatre chairs. Eee 

Kittinger Co., 1593 Elmwood Ave., Buffalo, N. Y. 

Kittinger Club & Hotel Furniture. Booklet, 20 pp., 64 x 9% 
ins. Illustrated. Deals with fine line of furniture for hotels, 
clubs, institutions, schools, etc. 

Kittinger Club and Hotel Furniture. Booklet, 20 pp., 6 x 9 ins. 
Tilustrated, Data on furniture for hotels and clubs. 

A Catalog of Kittinger Furniture. Booklet, 78 pp. 11 x 14 ins. 
Illustrated. General Catalog. 

Mfg. Co., Pittsburgh, Pa. 2 

Forethought Furniture Plans. Sheets, 614 x 9 ins, drawn to 
Xj-inch scale. An ingenious device for determining furniture 
arrangement. 

New York Galleries, Madison Avenue and 48th Street, New York. 

A Group of Distinguished Interiors. Brochure, 4 pp., 84 x 11M 
ins. Fitted with valuable ill ations. 

GARAGES 
Ramp Buildings Corporation, 21 East 40th St, New York, N. Y. 

Building Garages for Profitable Operation. Booklet, 8/4 x 11 ins. 
16 pp. Illustrated. Discusses the need for modern mid-city 
parking garages, and describes the d'Humy Motoramp system 
of design, on the basis of its superior space economy and fea- 
tures of operating convenience. Gives cost analyses of garages 
of different sizes, and calculates probable earnings. 

Garage Design Data. Series of informal bulletins issued in loose- 
leat form, with monthly supplements. 


GLASS CONSTRUCTION 
Flat Glass Co., Clarksburg, W. Va. 
Quality and Dependability. Folder, 2 pp., 8% x 1l ins. Ilus- 
trated. Data in the company's product. 
Libbey-Owens Sheet Glass Co., Toledo, Ohio. 
Flat Glass. Brochure, 12 pp. 59$ x 7% ins. Illustrated. History 
of manuíacture of flat, clear, sheet glass. 


GREENHOUSES 


Illustrations of 


Company, North Tonawanda, N. Y. 
Portfolio of half-tone 


King Construction 
King Greenhouses for Home or Estate. 
prints, varnishes, 8⁄4 x 10% ins. 


William H. Lutton Company, 267 Kearney Ave., Jersey City, N. J. 

Greenhouses of Quality. Booklet, 50 PP» 8% x 11 ins. Ilus- 

trated. Conservatories making use of Lutton Patented Gal- 
vanized Steel V-Bar. 


HARDWARE 
P. & F. Corbin, New Britain, Conn. 
Early English and Colonial Hardware. 
An important illustrated work on this type of hardware. 
Locks and Builders’ Hardware. Bound Volume, 486 pp., 84 x 11 
ins. An exhaustive, splendidly prepared volume. 
Colonial and Early English Hardware. Booklet, 48 pp., 8% x 11 


ins. Illustrated. Data on hardware for houses in these styles. 


Cutler Mail Chute Company, Rochester, N. Y. 
Cutler Mail Chute Model F. Booklet, 4 x 94 ins., 8 pp. Illus- 
trated. 


McKinney Mfg. Co., Pittsburgh, Pa. 
Forged Iron by McKinney. Booklet, 6 x 9 ins. 
with an excellent line of builders’ hardware. 
Forged Lanterns by McKinney. Brochure, 6 x 9 ins. Illustrated. 
Describes a fine assortment of lanterns for various uses. 
Richards-Wilcox Mfg. Co., Aurora, Ill. r 
Distinctive Garage Door Hardware. Booklet, 8% x 11 ins., 66 pp. 
Illustrated. Complete information accompanied by data and 
illustrations on different kinds of garage r hardware, 
Distinctive Elevator Door Hardware. Booklet, 90 pp., 104 x 16 
ins. Illustrated. 
Russell & Erwin Mfg. Co, New Britain, Conn. 
Hardware for the Home. Booklet, 24 pp., 3% x 6 ins. 
with residence hardware. 
Door Closer Booklet. Brochure, 16 pp., 354 x 6 ins. Data on a 
valuable detail. 


Illustrated, Deals 


Deals 


Brochure, 8% x 11 ims. * 


HARDWARE—CONTINUED 
Garage Hardware. Booklet, 12 pp., 3% x 6 ins. 
tended for garage use. 
Famous Homes of New England. Series of folders on old homes 
and hardware in style of each. 


Hardware in- 


HEATING EQUIPMENT 


American Blower Co., 6004 Russell St., Detroit, Mich. | 

Heating and Ventilating Utilities. A binder containing a large 
number of valuable publications, each 8) x 11 ins., on these 
important subjects. 

American Radiator Company, The, 40 West 40th St, N. Y. C. 

Ideal Boilers for Oil Burning. Catalog 534 x 8% ins, 36 pp. 
Illustrated in 4 colors. Describing a line of Heating Boilers 
especially adapted to use with Oil Burners. 

Corto—The Radiator Classic. Brochure, 514 x 8% ins., 16 pp. 
Illustrated. A brochure on a space-saving radiator of beauty 
and high efficiency. 

Ideal Arcola Radiator Warmth. Brochure, 64 x 9% ins. Ilus- 
trated. Describes a central all-on-one-floor heating plant with 
radiators for small residences, stores, and offices. 

How Shall I Heat My Home? Brochure, 16 pp., 534 x 8% ins. 
Illustrated. Full data on heating and hot water supply. 

New American Radiator Products. Booklet, 44 pp., 5 x 734 ins. 
THustrated. Complete line of heating products. 

A New Heating Problem. Brilliantly Solved. Broadside, 4 pp., 
10 x 1$ ins. Illustrated. Data on the IN-AIRID invisible air 
valve. 

In-Airid, the Invisible Air Valve. Folder, 8 pp. 314 x 6 ins. 
Illustrated. Data on a valuable detail of heating. 

The 999 ARCO Packless Radiator Valve. Folder, 8 pp, 3% x 
6 ins. Illustrated. 

James B. Clow & Sons, 534 S. Franklin St., Chicago, IIl. 

Clow Gasteam Vented Heating System. Brochure, 24 pp., 8% x 
11 ims, Illustrated. Deals with a valuable form of heating 
equipment for using gas. 

C. A. Dunham Company, 450 East Ohio St., Chicago, Ill. 

Dunham Radiator Trap. Bulletin 101, 8 x 11 ins., 12 pp. Illus- 
trated. Explains working of this detail of heating apparatus. 

Dunham Packless Radiator Valves. Bulletin 104, 8 x 11 ins., 8 
pp. Illustrated. A valuable brochure on valves. 

Dunham Return Heating System. Bulletin 109, 8 x 11 ins. Ilus- 
trated. Covers the use of heating apparatus of this kind. 

Dunham Vacuum Heating System. Bulletin 110, 8 x 11 ins., 
12 pp. Illustrated. 

ex RI PMID TAGES Bulletin 114. 

rochure, p. 8 x 1l ins. trated. i i 
pong I i lustrated eals with heating 

The Dunham Differential Vacuum Heating System. Bulletin 115. 
Brochure, 12 pp., 8 x 11 ins. Illustrated. Deals with heating 
for large buildings. 

The Fulton Sylphon Company, Knoxville, Tenn. 

Sylphon Temperature Regulators. Illustrated brochures, 84 x 
1l ins, dealing with eral architectural and industrial appli- 

EA CR specificall d with C a a of special instruments. 
ylpi ting Specialties. talog No. 200, 192 pp., 3: 
ins. Important data on heating. diss Rose E 

Manufacturing Company, 556 West Monroe Street, Chicago. 
More Heat from Any Hot Water System on Less Fuel Folder. 
Lr, Bá x ll ins. Illustrated. Deals with use of the “Hydro- 
lor. 
p Johnson Co., Oakland, Calif. 
letin No. 4A. Brochure, 8 pp, &4 x 11 ins. 
Data on different kinds of oil-burning apparatus. 

Bulletin No. 31. Brochure, 8 pp, 8% x 11 ins. Illustrated. 

Deals with Johnson Rotary Burner with Full Automatic Control. 
Kewanee Boiler Corporation, Kewanee, IIl. 

Kewanee on the Job. Catalog, 854 x 11 ins, 80 pp. Illustrated. 
Showing installations of Kewanee boilers, water heaters, radia- 
tors. etc. 

Catalog No. 78, 6 x 9 ins. Illustrated. Describes Kewanee Fire- 
box Boilers with specifications and setting plans. 

Catalog No. 79, 6 x 9 ins. Illustrated. Describes Kewanee power 

lers and smokeless tubular boilers with specifications. 
May Oil Burner Corp, Baltimore, Md. 
ventures in Comfort. Booklet, 24 pp., ins. 

Aem technical data on Sue ep. de 
‘al ie Quest Out of the Question. Brochure, 16 pp., 6 x 9 
ins. Illustrated. For home owners interested in oil as fuel 

McQuay Radiator Corporation, 35 East Wacker Drive, Chicago, Ill. 

McQuay Visible Type Cabinet Heater. Booklet, 4 pp., 8% x 11 
ins. Illustrated. Cabinets and radiators adaptable to decora- 
tive iemes. 

McQuay Concealed Radiators, 
Illustrated. 

McQuay Unit Heater. Booklet, 8 pp., 81⁄4 x 11 ins. Illustrated. 
Gives specifications and radiator capacities. 

on Mfg. Co., Racine, Wisc. 
odine Copper Radiation. Booklet, 28 pp. 84 x 11 ins, Illus- 
trated. Deals with industrial, commercial and domestic heat- 


Illustrated. 


Tilustrated. 


Brochure, 4 pp, 84 x 11 ins. 


ing. 
A Few Short Years. E a i 
e a re. Folder. 4 pp. 8% x 11 ins. Illustrated. 
Dairy Plant Heating. Folder. 4 pp., 8% x 11 ins. Illustrated. 
Nash Engineering Company, South Norwalk, Conn. 
No. 37. Devoted to Jennings Hytor Return Line Vacuum Heat- 
ing Pumps, electrically driven, and supplied in standard sizes 
up to 300,000 square feet equivalent direct radiation. 


No. 16. Dealing with Jennings Hytor Air Line Heating Pumps. 
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The Widmer Engineering Company, architects and engineers, St. Louis 


The splendid University High School—one of St. Louis’ finest—has the 
permanent protection of a Carey Built-up Roof, 55,000 square feet of it! 


OME years from now, the students of this 
fine University High School in St. Louis 
will have children of their own. And 

many of these children will graduate under the 
same roof that protects the building now . . . 
a Carey Built-up Roof! 

When the Widmer Engineering Company 
planned this handsome school, they were 
naturally anxious to give it the finest of roof 
protection. In specifying a multi-layered, 
multi-sealed Carey Built-up Roof, they knew 
they were providing it with super-protection. 


THE PHILIP CAREY COMPANY, 


Built up scientifically of sinewy, tensile- 
tough, long-fibred felts, alternated with the 
specially-refined asphalt that Carey uses—and 
laid according to Carey specifications—this 
roof will defy the severest weather for years! 

The fact that so many of the country’s finest 
hotels, hospitals, office buildings, schools, and 
industrial plants are given this same overhead 
protection is a real tribute to Carey quality of 
which Carey is justly proud. 

Let us send you our Architects’ Specifica- 
tion Book for your files. 


Lockland, CINCINNATI, OHIO 


BUILT UP ROOFS 


“A roof for every building" 
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SELECTED LIST OF MANUFACTURERS’ 


HEATING EQUIPMENT—Continued » 

No. 17. Describing Jennings Hytor Condensation Pumps, sizes 
up to 70,000 square feet equivalent direct radiation. ; 

No. 25. Ilustrating Jennings Return Line Vacuum Heating 
Pumps. Size M, for equivalent direct radiation up to 5,000 
square feet. sod á Pi 

National Radiator Corporation, Johnstown, Pa. 

Acro Radiators; Beauty and Worth, Catalog 34. Booklet, 6 x 9 
ins., 20 pp., describing and illustrating radiators and accessories. 

Six Great Companies Unite to Form a Great Corporation, Book- 
let, 28 pp, 8% x 10% ins. Illustrated. Valuable data on heat- 
mg. 

Oil Heating Institute, 420 Madison Ave, New York, N. Y. 

What About the Supply of Oil Fuel? Booklet, 16 pp., 574 x 8 
ins. Illustrated. TUM 

Petroleum Heat & Power Co., 511 Fifth Avenue, New York, N. Y. 

Heating Homes the Modern Way. Booklet, 84 x 11% ins. Illus- 
trated. Data on the Petro Burner. ] 

Residence Oil Burning Equipment. Brochure, 6 pp., 8/4 x 11 ins. 
Illustrated. Data regarding Petro Burner in a bulletin ap- 
proved by Investigating Committee of Architects and Engineers. 

Petro Mechanical Oil Burner & Air Register. Booklet, 24 pp., 
8% x 1] ins. Illustrated. Data on industrial installations of 
Petro Burners. 

Present Accepted Practice in Domestic Oil Burners. Folder, 
4 pp. 8% x 11 ins, Illustrated, 
Ventilating Magazine. 

Sarco Company, Inc, 183 Madison Ave, New York City, N. Y. 

Steam Heating Specialties. Booklet, 6 pp., 6 x 9 ins. Illustrated, 
Data on Sarco Packless Supply Valves and Radiator Traps 
for vacuum and vapor heating systems. 

Equipment Steam Traps and emp Regulations. Booklet, 
6 pp, 6 x 9 ins. Illustrated. Deals with Sarco Steam Traps 
for hospital, laundry and kitchen fixtures and the Sarco Seli- 
contained Temperature Regulation for hot water service tanks, 

Spencer Heater Co, Williamsport, Pa. 

Catalog. Booklet, 20 pp. 6% x 9 ins. Illustrated. Complete line 
of magazine feed cast iron sectional and steel tubular heaters. 

The Fire that Burns Uphill. Brochure, 24 pp., 6% x 9% ins. 
Ilustrated in color. Magazine feed heaters for steam, vapor 
and hot water heating. 

B. F. Sturtevant Company, Hyde Park, Boston, Mass. 

Temperyane Heating Units. Canig 363. Booklet, 44 pp., 84 
x ll ins. Ilustrated. Data on “Heating Every Corner with 
Maximum Economy." 

Trane Co, The, La Crosse, Wis. 

Bulletin 14, 16 pp, 8%4 x 1096 ins. Covers the complete line of 
Trane Heating Specialties, including Trane Bellows Traps, and 
Trane Bellows Packless Valves. 

Bulletin 20. 24 pp., 8% x 10% ins. 
tion and construction of Trane Condensation. 
Circulating, and similar pumps. 

How to Cut Heating Costs. Booklet, 18 pp., 8% x 11 ins. 
trated, 

HOSPITAL EQUIPMENT 
The Frink Co., Inc., 369 Lexington Ave., New York City. 

Catalog 426. 7 x 10 ins, 16 pp. A booklet illustrated with pho- 
tographs and drawings, showing the types of light for use in 
hospitals, as operating table reflectors, linolite and multilite 
concentrators, ward reflectors, bed lights and microscopic re- 
flectors, giving sizes and dimensions, explaining their particular 
fitness for special uses. 

Holophane Company, 342 Madison Avenue, New York. 

Lighting Specific for Hospitals. Booklet, 30 pp, 8% x 1l ins. 
Thustrated. 

The International Nickel Company, 67 Wall St., New York, N. Y. 

Hospital Applications of Monel Metal. Booklet, 8% x 11% ins., 
16 pp. Ilustrated. Gives types of equipment in which Monel 
Metal is used, reasons for its adoption, with sources of such 
equipment. 

Pick-Barth Company, Inc., Albert, 120) West 35th St., Chicago, and 
Cooper Square, New York. 

Some Thoughts About Hospital Food Service Equipment. Book- 

let, 22 pp., 7% x 9% ins. Valuable data on an important subject. 
Wilmot Castle Sanit Rochester, N. Y. 

Sterilizer Equipment for Hospitals. Booklet, 76 pp., 814 x 11 ins. 
Illustrated. Gives important and complete data on steriliza- 
tion of utensils and water, information on dressings, etc. 

Sterilizer Specifications, Brochure, 12 pp., 8% x 11 ins. 
tical specifications for use of architects and contractors. 

Architects’ Data Sheets. Booklet, 16 pp, 8% x 11 ins, Illus- 
trated. Information om piping, venting, valving and wiring for 
hospital sterilizer installations. 

Hospital Sterilizing Technique. Five booklets, 8 to 16 pp, 6 x 9 
ins, Illustrated. Deals specifically with sterilizing instruments, 
dressings, utensils, water, and rubber gloves. 

HOTEL EQUIPMENT 
Pick-Barth Company, Inc., Albert, 1200 West 35th St., Chicago, 
and Cooper Square New York. 

Some Thoughts on Furnishing a Hotel. Booklet, 7/4 x 9 ims. 
Data on complete outfitting of hotels. 

INCINERATORS 
Home Incinerator Co., Milwaukee, Wis. 
x Burn it with Gas. Brochure, 30 pp., 54 x 74 
Illustrated. Incinerator sanitation equipment for 
residence use. 

A. L A. File, 12 pp. 8 x 10M ins, inside. Suggestions for 

architect on incineration, showing installation and equipment. 
ialized Home Comforts Service Plan Book. 40 pp., 8% x 11 
inside, Illustrated. A complete outline of the many ad- 
vantages of incineration. 
Blue Star Standards in Home Building. 16 pp, 5% x 8% ins. 
inside, Illustrated. Explaining fully the Blue Star principles, 
covering heat, incineration, refrigeration, etc. 


A reprint from Heating and 


Explains in detail the opera- 
Vacuum, Booster, 


Illus- 


Prac- 
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INCINERATORS—Continued 
Kerner Incinerator Company, 715 E. Water St, Milwaukee, Wis. 

Incinerators (Chimney-fed). Catalog No. 15 (Architect and Build- 
ers’ Edition), Size 8% x 11 ins., 16 pp. Illustrated. De- 
scribes principles and design of Kernerator Chimney-fed Incin- 
erators for residences, apartments, hospitals, schools, apartment 
hotels, clubs and other buildings, Shows all standard models 
and gives general information and working data. 

Sanitary Elimination of Household Waste. Booklet, 4 x 9 ms. 
16 pp. Illustrated. Gives complete information on the Ker- 
nerator for residences. 

Garbage and Waste Disposal for Apartment Buildings. Folder, 
$4 x lis, 16 pp. illustrated, Describes. principle and de- 
sign of Kernerator Chimney-fed Incinerator for apartments and 
gives list of buildings where it has been installed. 

Sanitary Disposal of Waste in Hospitals. Booklet, 4 x 9 ins. 
12 pp. Illustrated. Shows how this necessary part of hospital 
service is taken care of with the Kernerator. Gives list of 
hospitals where installed. 

The Kernerator (Chimney-fed) Booklet. Catalog No. 17, 20 pp., 
8% x 11 ins, Ilustrated, Data on a valuable detail of equip- 
ment, 

INSULATION 
Armstrong Cork & Insulation Co., Pittsburgh, Pa. 

The Insulation of Roofs with Armstrong's Corkboard. Booklet. 
Illustrated. 74% x 10% ins, 32 pp. Discusses means of insu- 
lating roofs of manufacturing or commercial structures. 

Insulation of Roofs to Prevent Condensation. Illustrated book- 
let, 7$ x 10% ins. 36 pp. Gives full data on valuable line 
of roof insulation. 

Filing Folder for Pipe Covering Data. 
A. I. A. rules. 

The Cork-lined House Makes a Comfortable Home, 
32 pp. Illustrated. 

Armstrong's Corkboard. Insulation for Walls and Roofs of Build- 
ings. ooklet, 66 pp, 9/5 x 1134 ins, Illustrates and describes 
use of insulation for structural purposes. 

Cabot, Inc., Samuel, Boston, Mass. 

Cabot's Insulating Quilt. Booklet, 744 x 10% ins., 24 pp. 
trated. Deals with a valuable type of insulation. 

tructural Gypsum Corporation, Linden, N. J. 

Heat Insulation Value of Gypsteel. Folder, 4 pp., 8% x 11 ins. 
Brochure, by Charles L. Norton, of M. I. T. 

JOISTS 
Bates Steel Truss Co, East Chicago, Ind. 

Catalog No. 4, Booklet, 32 pp, 8% x 11 ins. Illustrated, Gives 
details of truss construction with loading tables and specifica- 
tions. 


KITCHEN EQUIPMENT 
The International Nickel Company, 67 Wall St., New York, N. Y. 
Hotels, Restaurants and Cafeteria Applications of Monel Metal. 
Booklet, 8% x 11 ins, 32 pp. Illustrated, Gives types of 
equipment in which Monel Metal is used, with service data 
and sources of equipment. 
Pick-Barth Company, Inc., Albert, 1200 West 35th St., Chicago, and 
Cooper Square, New York. 
School Cafeteria. Booklet, 6 x 9 ins. Tlustrated. The design 
and equipment of school cafeterias with photographs of in- 
stallation and plans for standardized outfits, 


LABORATORY EQUIPMENT 
Alberene Stone Co., 153 West 23rd Street, New York City. 
Booklet, 84 x 1134 ins., 26 pp. Stone for laboratory equipment, 
shower partitions, stair treads, etc. 
Duriron Company, Dayton, Ohio. 
Duriron Acid, Alkali and Rust-proof Drain Pipe and Fittings, 
Booklet, 84 x 11 ins. 20 pp. Full details regarding a valuable 
form of piping. 


LANTERNS 
eese d 119 E. 57th St., New York, N. Y. 
Hand-wrought Lanterns. Booklet, 514 x 64 ins. 20 pp. Tus- 
trated in black and white. With price list. Lanterns appro- 
priate for exterior and interior use, designed from old models 
and meeting the requirements of modern lighting. 


LATH, METAL AND REINFORCING 
Milwaukee Corrugaung to., Milwaukee 
The Milcor Manual. Booklet, 96 pp. 8% x 11 ins. 
Data on metal lath and similar materials. 
Milcor Metal Ceiling Catalog. Booklet, 288 pp. 84 x 11 ins. 
Illustrated. Data on metal ceiling and wall construction. 
em wy peg So eh Pa. 
etter Walls for Better Homes, Brochure, 16 pp., 734 x 114 ins. 
illustrated. Metal lath, particularly for residences ^ i nn 
Steeltex for Floors. Booklet, 24 pp., 8% x 11 ins. Illustrated. 
Combined reinforcing and form for concrete or gypsum floors 
and roofs. 
Steeltex Data Sheet No. 1. Folder, 8 pp., 8% x 11 ins. Tus- 
trated. Steeltex for floors on steel joists with round top chords. 
Steeltex Data Sheet No. 2. Folder, 8 pp, 8% x 11 ins. Illus- 
trated. Steeltex for floors on steel joists with flat top flanges. 
Steeltex Data Sheet No. 3. Folder, 8 pp., 84% x 11 ins. Illus- 
trated, Steeltex for folders on wood joists, 
North Western E; Metal Co, 1234 Old Colony Building, 
Chicago, Ill. 
North Western Expanded Metal Products. Booklet, 8 x 1034 ins. 
20 pp. Fully illustrated, and describes difercnt podus il 
this company, such as Kno-burn metal lath, 20th Century 
Corrugated. Plasta-saver and longspan lath channels, etc, 
Longspan 34-inch Rib Lath. Folder, 4 pp., 8% x 11 ins. Ius- 
trated. Deals with a new type of V-Rib expanded metal. 
A. L A. Sample Book. Bound volume, 84 x 11 ins. Contains 
actual samples of several materials and complete data regard- 
ing their use. 
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The Nonabsorbent 
Insulation for Roofs 


EITHER chance leaks through the roofing, nor 

moisture from the air will cause Armstrong’s 
Corkboard to swell or buckle or to deteriorate in any 
way. Armstrong’s Corkboard is nonabsorbent. Being 
cellular in structure, not fibrous, it has no capillarity 
and will not “soak up" moisture. 


The nonabsorbence of Armstrong’s Corkboard makes 
it insulation that you can use for roofs with every 
assurance, not only of efficiency, but of permanence. 
It prevents, or greatly lessens condensation. It saves 
fuel by reducing the heat loss through the roof. It 
affords a firm and substantial base on which roofing lasts 
just as long as if laid directly on the deck. Armstrong’s 
Corkboard gives you all the benefit of insulation plus 
the long life that makes it an exceedingly profitable 
investment. 


Architects will find the experience of Armstrong 
Engineers invaluable in working out the roof insula- 
tion problem. Counsel is freely given and entails no 
obligation. Armstrong Cork & Insulation Company, 
900 Concord Street, Lancaster, Pa.; McGill Building, 
Montreal; 11 Brant Street, Toronto, 2. 


THE ARCHITECTURAL FORUM 


for the Roofs of All Kinds of Buildings 
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Being cellular in 
structure, not fi- 
brous, Armstrong's 
Corkboard will not 
absorb or hold water. 
It can be drenched 
with water, or com- 
pletely submerged, or 
even boiled, and its 
granules will remain 
perfectly dry inside 


Armstrong's Corkboard Insulation 
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LATH, METAL AND REINFORCING—Continued 

Norwest Metal Lath. Folder, 8% x 11 ins. Illustrated. 
on Flat Rib Lath. 

Truscon Steel , Youngstown, Ohio. 

Truscon -inch Hy-Rib for Roofs, Floors and Walls. Booklet, 
8% x 11 ins., illustrating Truscon XM-inch Hy-Rib as used in 
industrial buildings. Plates of typical construction. Progres- 
sive steps of construction. Specification and load tables. 


LAUNDRY CHUTES 
, 217 Cutler Building, Rochester, N. Y. 


The Pfaudler Company, 

Píaulder Glass-Lined Steel Laundry Chutes. Booklet, 5% x 736 
ins. 16 pp. Illustrated. A beautifully printed brochure de- 
scribing in detail with architects’ specihcations THE PFAUD- 
LER GLASS-LINED STEEL LAUNDRY CHUTES. Contains 
views of installations and list of representative examples. 


LAUNDRY MACHINERY 


Data 


American Laundry Machinery Co., Norwood Station, Cincinnati, O. 
Functions of the Hotel and Hospital Laundry. Brochure, 8 pp., 
8% x 11 ins. Valuable data regarding an important subject. 
Troy Laundry Co., Inc., 9 Park Place, New York City. 
Laundry Machinery tor Large Institutions. Loose-Leaf booklet, 
50 pp., 84 x 11 ins, Illustrated. 
Laundry Machinery for Small Institutions. 
50 pp., 84 x 11 ins. Illustrated. 
Accessory Equipment for Institutional Laundries. Leather bounl 
book, 50 pp. 8/4 x 11 ims. Illustrated. 


Loose-leaf brochure, 


Dry Cleaning Equipment for Institutional Purposes. Brochure, 
50 pp, 8% x Il ins. Illustrated. 
LIBRARY EQUIPMENT 
Art Metal Construction Co., Jamestown, N. Y. 
Planning the Library for Protection and Service. Brochure, 


52 pp. 84 x 1l ins. Illustrated. Deals with library fittings 
of different kinds. 

Library Bureau Division. Remington Rand. N. Tonawanda, N. Y. 

Like Stepping into a Story Book. Booklet, 24 pp., 9 x 12 ins. 


Deals with equipment of Los Angeles Public Library. 


LIGHTING EQUIPMENT 
The Frink Co. Inc., 369 Lexington Ave, New York, N. Y. 

Catalog 415, 8% x 1l ins., 46 pp. Photographs and scaled cross- 
sections. Specialized bank lighting, screen and partition re- 
flectors, double and single desk retiectors and Polaralite Signs 

Holophane Company, Inc, 342 Madison Ave. New York, N. Y. 

The Lighting of Schools: A Guide to Good Practice. Booklet. 
24 pp. 8% x 11 ins. Illustrated, 

Lighting Specifications for Hospitals. 
ins. lllustrated, 

Industrial Lighting. 
Illustrated. 

Holophane Catalog. Booklet, 48 pp., 8% x 11 ins, Combination 
catalog and enginecring data book. 

The Lighting of Schools. A Guide to Good Practice. 
24 pp., 84 x 11 ins. Illustrated. 

ass & Seymour, Inc., Syracuse. N. Y. 

Lighting Your Home with Alabox. Folder, 6 pp. 3 x 6 ins. 

Smyser-Royer Co., 1700 Walnut Street, Philadelphia, Pa. 

Catalog “J” on Exterior Lighting Fixtures. Brochure, illus- 
trated, giving data on over 300 designs of standards, lanterns 
and brackets of bronze or cast iron. 

Todhunter, 119 East 57th St, New York, N. Y 

Lighting Fixtures, Lamps and Candlesticks. 24 pp., 854 x 11 ins. 

Illustrated. Fine assortment of lighting accessori 
Westinghouse Electric & Manufacturing Co., East Pittsburgh, Pa. 

Industrial Lighting Equipment. Booklet, 32 pp., 8% x 1l ins. 
Illustrated. 

Commercial Lighting. Brochure, 24 pp., 84 x 11 ins. Illustrated. 

Airport and Floodlighting Equipment. Booklet, 20 pp., 8% x l1 
ins. Illustrated. 

LUMBER 
National Lumber Mfrs. Assn. Washington, D. C. 
Use of Lumber on the Farm. Booklet, 38 pp, 8% x 1l ins. 
Illustrated. 


MAIL CHUTES 
Cutler Mail Chute Company, Rochester, N. Y. 
Mme pda Chute Model F. Booklet, 4 x 9% ins., 8 pp. 
trated. 


MANTELS 
Arthur Todhunter, 119 E. 57th St, New York, N. Y. 
Georgian Mantels. New booklet, 24 pp., 534 x 64 
illustrated brochure on eighteenth century mantels. 
give prices of mantels and illustrations and prices of fireplace 
equipment. 


MARBLE. 
The Georgia Marble Company, Tate, Ga.; 
Broadway. 

Why Georgia Marble Is Better. Booklet, 334 x 6 ins. Gives 
analysis, physical qualities, comparison of absorption with gran- 
ite, opinions of authorities, etc. 

Convincing Proof. 334 x 6 ins., 8 pp. Classified list of buildings 
and memorials in which Georgia Marble has been used, with 
names of Architects and Sculptors. 

Hurt Building, Atlanta; Senior High School and Junior College, 
Muskegon, Mich. Folders, 4 pp. 84 x Il ins. Details. 


Brochure, 30 pp., 8% x 11 


Bulletin 448A. Booklet, 24 pp., 84 x 11 ins. 


Booklet, 


Ilus- 
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METALS 
Aluminum Company of America, Pittsburgh. > 
Architectural Aluminum. Brochure, 30 pp., 8% x 11 ins. 
trated. An excellent booklet on the subject. 
Central Alloy Steel Corporation, Massillon, Ohio. 
Sheet Iron Primer. Booklet, 64 pp., 5⁄4 x 734 ins. l 
The Path to Permanence, Brochure, 52 pp., 8% x 11 ins. 
trated. Data on sheet iron. 
The International Nickel y, 67 Wall St, New York N. Y. 
Monel Metal Primer. 8 folders, 4 pp., 8% x 11 ims. Illustrated. 
Valuable data on use of monel in kitchens, laundries, etc. 


MILL WORK-See also Wood 
Curtis ies Service Bureau, Clinton, Iowa. 5 

Architectural Interior and Exterior Woodwork. Standardized 
Book, 9 x 11% ins., 240 pp. Illustrated. This is an Architects’ 
Edition of the complete catalog of Curtis Woodwork, as de 
— by Trowbridge & Ackerman. Contains many color 
plates. 

Better Built Homes. Vols. XV-XVIII, incl. Booklet, 9 x 12 ins., 
40 pp. Illustrated. Designs for houses of five to eight rooms, 
respectively, in, several authentic s, by Trowbridge & 
Ackerman, architects for the Curtis Companies. 

Curtis Details. Booklet, 19% x 23% ins. 20 pp. Illustrated. 
Complete details of all items of Curtis woodwork, for the use 
of architects, 

Hartmann-Sanders y, 2155 Elston Ave., Chicago, Ill. 

Column Catalog, 74 x 10 ins, 48 pp. Ilustrated. Contains 
prices on columns 6 to 36 ins, diameter, various designs and 
illustrations of columns and installations. 

The Pergola Catalog. 7% x 10 64 pp. Illustrated. Contains 
illustrations of pergola lattices, garden furniture in wood and 
cement, garden accessories. 

Klein & Co. Inc, Henry, 11 East 37th St, New York, N. Y. 

Two Driwood interiors. Folder, 4 pp., 6&4 x 9 ins. Illustrated. 
Use of moulding for paneling walls. 

A New Style in Interior Decoration. Folder, 4 pp., 64 x 9 ins. 
Illustrated. Deals with interior woodwork, 

Driwood Period Mouldings in Ornamented Wood. Booklet, 28 
pp. 84 x 11 ins. Illustrated. 

How Driwood Period Mouldings in Ornamented Wood Set a 
New Style in Decoration, Folder. 

Roddis Lumber and Veneer Co., Marshfield, Wis. 
Roddis Doors. Brochure, 24 pp., 534 x 8% ins. 
list of doors for various types of buildings. 
Roddis Doors, Catalog G. Booklet, 184 pp., 8/4 x 11 ins. 
pletely covers the subject of doors for interior use. 
Roddis Doors for Hospitals. Brochure, 16 pp. 8% x 11 ins. 

Illustrated work on hospital doors. 

Roddis Doors for Hotels. Brochure, 16 pp., 84 x 11 ins. 

trated work on doors for hotel and apartment buildings. 


MORTAR AND CEMENT COLORS 
Clinton Metallic Paint Co., Clinton, N. Y. 

Clinton Mortar Colors. Folder, 8/4 x 11 ins., 4 pp. Illustrated 
in colors, gives full information concerning Clinton Mortar 
Colors with specific instructions for using them. 

Color Card. 3% x 6% ins. Illustrates in color the ten shades in 
which Clinton Mortar Colors are manufactured. 

Something New in Stucco. Folder, 3% x 6 ins. An interesting 
folder on the use of coloring matter for stucco coated walls. 


ORNAMENTAL PLASTER 
Jacobson & Co., 241 East 44th St, New York, N. Y. 

A Book of Old English Designs, Brochure, 47 plates, 12 x 9 
ins. Deals with a fine line of decorative plaster work. 

Architectural and Decorative Ornaments. Cloth bound volume, 
184 pp. 9 x 12 ins. 18 plates. Price, $3.00. A general cata- 
log of fine plaster ornaments. 

Geometrical ceilings. Booklet, 23 plates, 7 x 9 ins. An important 
work on decorative plaster ceilings. 


PAINTS, STAINS, VARNISHES AND WOOD FINISHES 


Cabot, Inc., Samuel, Boston, Mass. p 
Cabot's Creosote Stains. Booklet, 4 x 8% ins., 16 pp. Illustrated. 
National Lead Company, 111 Broadway, New York, N. Y. —— 

Handy Book on Painting. Book, 5% x 3% ins, 100 pp. Gives 
directions and formule for nainting various surfaces of wood, 
plaster, metals, etc., both interior and exterior. 

Red Lead in Paste Form. Booklet. 634 x 3% ins, 16 pp. Illus- 
trated. Directions and formulx for painting metals. 

Came Lead. Booklet, 6 x 844 ins., 12 pp. Illustrated. Describes 
various styles oí lead cames. 

Pratt & Lambert, Inc., Buffalo, N. Y. 

Specification Manual for Paint. Varnishing and Enameling. Book- 
let, 38 pp., 734 x 1054 ins. Complete specifications for painting, 
varnishing and enameling interior and exterior wood, plaster, 
and metal work. 


Illus- 


Illustrated, 
Tilus- 


Illustrated price 


Com- 


Illus- 


Williams y, 601 Canal Rd., Cleveland, Ohio. 

Painting Concrete and Stucco Surfaces. Bulletin No. 1. 8V x 11 
ins, 8 pp. Illustrated. A complete treatise with complete 
specifications on the subject of Painting of Concrete and Stucco 
Surfaces. Color chips of paint shown in bulletin. 

Enamel Finish for Interior and Exterior Surfaces. Bulletin No. 
2, 8% x ll ins, 12 pp. Illustrated. Thorough discussion, in- 
cluding compiete specifications for securing the most satisíac- 
tory enamel finish on interior and exterior walls and trim. 

Painting and — of Interior Walls. Bulletin No. 3, 
8% x Il ins., 20 pp. Illustrated. An excellent reference book 
on Flat Wall Finish, including texture effects, which are taking 
the country by storm. Every architect should have one on file. 
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STOHIES HIGH 


Suggests 


Sviphon Packless 
Expansion Joints 


on the 


Steam Risers 


B ED upon demonstrated efficiency in many 
installations, upon performance not claims, 
Sylphon Packless Expansion Joints are almost 
universally specified for Steam Heat Risers in 
America’s notable buildings. 


Modern engineering and construction methods 
are abandoning the antiquated joints *packed 
with trouble” and requiring repacking. “Leak 
Loose" or “Jam Tight" they are wholly unfit 
for a vacuum system or one where a slight 
vacuum is pulled. 


RPackless 
Expansion 
Joints 


Always steam tight, yet free to 

move without jamming, are easily 

installed on the vertical riser. They 

eliminate damaging drains on pipe work, tapping radiator 
branches, and space wasting “expansion loops." No more 
worry over repacking jobs, almost impossible when the 
riser is concealed in furring. 


We will be glad to send complete details and full infor- 
mation as to dimensions, prices and shipping weights. 


Ask for Bulletin A E J-100 


FULTON voor 


KNOXVILLE, TENNESSEE 


Representatives in all Principal Cities in U. S. A.—European Repre- 
sentatives, Crosby Valve & Eng. Company, Ltd., 41-2 Foley St., 
London, W 1, England Canadian Representatives, Darling 
Bros., Ltd., 140 Prince St., Montreal, Que., Canada. 


SELECTED LIST OF MANUFACTURERS’ 


PAINTS, STAINS, VARNISHES and WOOD FINISHES—Continued 
Protective Paints for Metal Surfaces. Bulletin No. 4, 8% x 11 
ins, 12 pp. Illustrated. A highly technical subject treated in 
a simple, understandable manner. 
Sons, Inc., L., Dept. 4, 116 Fifth Ave, New York. N. Y. 
Paint Specifications. Booklet, 8/4 x 10% ins. 4 pp. 
Toch Brothers, New York, Chicago, Los Angeles. A 
Architects’ Specification Data. Sheets in loose leaf binder, 854 x 
1 ins., dealing with an important line of materials. 
U. S. Gutta Percha Paint Co., Providence, R. I. 
Barreled Sunlight. Booklet, 8/4 x Il ins. Data on “‘Barreled Sun- 
light” with specifications for its use. 
Valentine & Co., 456 Fourth Ave., New York, N. Y. 
How to Use Valepar. Illustrated booklet, 32 pp. 334 x 8 ins. 
Deals with domestic uses for Valspar. 
How to Keep Your House Young. Illustrated brochure, 24 pp., 
7 x 8% ins. A useful work on the upkeep of residences. 
Architectural Four-Hour Varnishes and Enamels. Booklet, 8 pp., 
4% x 6 ins. Data on a useful line of materials. 


PAPER 
A. P. W. Paper Co, Albany, N. Y. 
Here's a Towel Muilt tor Its Job. 
Deals with "Onliwon" paper towels. 
PARCEL DELIVERY DEVICES 
Receivador Sales y, Grand Rapids, Mich. 


Folder, 8 pp., 4 x 9 ins, 


Architects’ Portío10. bookiet, 12 pp. 844 x 1] ins. Illustrated. 
Deals with delivery problems and their solution. 
PARTITIONS 
Circle A. Products Corporation, New Castle, Ind. 
Circle A. Partitions Sectional and Movable. Brochure. Illus- 
trated. 8% x 114 ins, 32 pp. Full data regarding an im- 


portant line of partitions, along with Erection Instructions for 
partitions of three different types. 
Dahlstrom Metallic Door Company, Jamestown, N. Y. 

Dahlstrom Standard Steel Partitions. Booklet, 24 pp. 84 x 1l 
ins. Illustrated. 

Hauserman Company, E. F., Cleveland, Ohio. y 

Hollow Steel Standard Partitions. Various folders, 8/5 x 11 ins. 
Illustrated. Give full data on different types of steel parti- 
tions, together with details, elevations and specifications. 

Improved Office Partition Company, 25 Grand St., Elmhurst, L. I. 

Telesco Partition. Catalog, 84 x 1l ins, 14 pp. Illustrated. 
Shows typical offices out with Telesco partitions, cuts of 
finished partition units in various woods. Gives specifications 
and cuts of buildings using Telesco. 

Detailed Instructions for Erecting Telesco Partitions, Booklet, 
24 pp, 8% x 11 ins. Illustrated. Complete instructions, with 
cuts and drawings, showing how easily Telesco Partition can 
be erected. 

Richards-Wilcox Mfg. Co., Aurora, Ill. 

Partitions, Booklet, 7 x 10 ins., 32 pp. Illustrated. Describes 
complete line of track and hangers for all styles of sliding 
parallel, accordion and flush-door partitions. 

U. S. Gypsum Co., Chicago, Ill. 

Pyrobar Partition and Furring Tile. Booklet, 8% x 11 ins., 24 
p. Illustrated. Describes use and advantages of hollow tile 
or inner partitions. 


PIPE 
American Brass Company, Waterbury, Conn. 

Bulletin B-1. Brass Pipe for Water Service. 834 x 1l ins., 28 
pp. Illustrated. Gives schedule of weights and sizes (LP.S.) 
is seamless brass and copper pipe, shows typical installations 
of brass pipe, and gives general discussion of the corrosive 
effect of water on iron, steel and brass pipe. 

American Rolling Mill Company, Middletown, Ohio. 

How ARMCO Dredging Products Cut Costs. Booklet, 16 pp., 
6x9 ins. Data on dredging pipe. 

Clow & Sons, James B., 534 S. Franklin St., Chicago, Ill. 


Catalog A. 4 x 16% ins., /00 pp. Illustrated. Shows a full 
line of steam, gas and water works supplies. 
Cohoes Rolling Mill C yw, Cohoes, N. Y. 
Cohoes Pipe Handbook. Booklet, 40 pp., 5 x 7% ins. Data on 


wrought iron pipe. 
Duriron Company, Dayton, Ohio. 

Duriron Acid, Alkali, Rust-proof Drain Pipe and Fittings. Book- 
let, 20 pp, 8% x 11 ins. Illustrated. Important data on a 
valuable line of pipe. 

National Tube Co., Frick Building, Pittsburgh, Pa. 

"National" Bulletin No. 2. Corrosion of Hot Water Pipe, 8% x 11 
ins, 24 pp, Illustrated, In this bulletin is summed up the 
most important research dealing with hot water systems. The 
text matter consists of seven investigations by authorities on 
this subject. 

"National" Bulletin No. 3. The Protection of Pipe Against In- 
ternal Corrosion, 84 x 11 ins., 20 pp. Illustrated. Discusses 
various causes ^f corrosion. and details are given of the de- 
activating and deareating systems for eliminating or retarding 
corrosion in hot water supply lines. 

"National" Bulletin No. 25. “National” Pipe in Large Build- 
ings. 82 x 11 ms.. 88 np. This bulletin contains 254 illustra- 
tions of prominent buildings of all types, containing “National” 
Pipe, and considerable engineering data oí value to architects, 
engineers, etc. 

Modern Welded Pipe. Book of 88 pp., 8% x 11 ins., profusely 
illustrated with halftone and line engravings of the important 
operations in the manufacture of pipe. 


PLASTER 
Best Bros. Keene’s Cement Co., Medicine Lodge, Kans. 
Information Book. Brochure, 24 pp., 5 x 9 ins, Lists grades of 
plaster manufactured; gives specifications and uses for plaster. 
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PLASTER—Continued 
Plasterers’ Handbook. Booklet, 16 pp. 334 x 5% ins. 
manual for use of plasterers, 
Interior Walls Everlasting. Brochure, 20 pp, 6M x 9W ins. 
Illustrated. Describes origin of Keene’s Cement and views of 
buildings in which it is used. 


PLUMBING EQUIPMENT 


Clow & Sons, James B., 534 S. Franklin St., Chicago, Ill. 

Catalog M. 9% x 12 ins, 184 pp. Illustrated. Shows complete 
line of plumbing fixtures for Schools, Railroads and Industrial 

nts. 

Crane Company, 836 S. Miskin Ave. 

Plumbing Suggestions for Home Builders. 
80 pp. Illustrated. 

Plumbing Suggestions for Industrial Plants. 
ins, 34 pp. Illustrated. 

Planning the Small Bathroom. Booklet, 5 x 8 ins. 
planning bathrooms of small dimensions. 

John Douglas Co., Cincinnati, Ohio. 

Douglas Plumbing Fixtures. Bound volume, 200 pp., 8/4 x 11 ins. 
Tlustrated. General catalog. 

Another Douglas Achievement. Folder, 4 pp., 8) x 11 ins, 
trated. Data on new type of stall. 

Hospital. Brochure, 60 pp., 874 x 11 ins. Illustrated. Deals with 
fixtures for hospitals. 

Company, Dayton, Ohio. 

Duriron Acid, Alkali and Rust-Proof Drain Pipe and Fittings. 
Booklet, 8% x 11 ins., 20 pp. Full details regarding a valuable 
form of piping. 

Imperial Brass Mfg. Co. 1200 W. Harrison St., Chicago, Ill. 

Watrous Patent Flush Valves, Duojet Water Closets, Liquid 
Soap Fixtures. etc. 8% x 11 ins, 136 pp. loose-leaf catalog, 
showing roughing-in measurements, etc. 

Maddock's Sons iy, Thomas, Trenton, N, J. 

Catalog K. Booklet, 180 pp. 824 x 10% ins. Ilustrated. Data 
on vitreous china plumbing fixtures with brief history of Sani- 
tary Pottery. 

Speakman M , Wilmington, Del. 

Catalog K. ookiet, 150 pp., 8% x 10% ins. 
on showers and equipment details. 

Trenton Potteries ^ Trenton, N. J. 

The Blue Book of Plumbing. Bound volume, 182 pp. 8% x 1074 
ins, Illustrated. 


Wolff Co., 2057 W. Fulton St., Chicago, Ill. 
General Catalog. Bound volume. 8% x 10/4. Illustrated. A 
fine publication dealing with an excellent line of fixtures. 
Modern and Ancient Luxury. Brochure. 24 pp. 5 x 734 ins. Il- 
lustrated. Fixtures for domestic use. 


A small 


Chicago, Ill. 
Catalog, 3 x 6 ins., 


Catalog, 4 x 6% 


Discusses 


Tilus- 


Illustrated. Data 


PUMPS 
Kewanee Private Utilities Co., 442 Franklin St, Kewanee, Ill. 
Bulletin E. 734 x 10% ins, 32 pp. Illustrated. Catalog. Com- 
lete descriptions, with all necessary data, on Standard Service 
umps, Indian Brand Pneumatic Tanks, and Complete Water 
Systems, as installed by Kewance Private Utilities Co. 
The Trane Co. La Crosse, Wis. 
Trane Small Centrifugal Pumps. Booklet, 344 x 8 ins, 16 pp. 
Complete data on an important type of pump. 
Weil Pump Co., 215 W. Superior St., Chicago, Ill. 
Pumps. Booklet, 84 x 11 ins. Illustrated. Individual bulletins 
with specifications on sewage ejectors, and bilge, house, conden- 
sation, booster and boiler feed pumps. 


RADIO EQUIPMENT 
Radio C. of America, Woolworth Building, New York 
City, N. Y. 
R. C, A. Antenna Distribution System íor Multiple Receivers. 
Booklet, 16 pp., 8% x 11 ins. Illustrated. Apparatus for apart- 
ment houses and similar large buildings. 


R. C. A. Centralized Radio Receiving Equipment. Brochure, 
8 pp. 9 x 11 ins. Illustrated. Radio equipment for hotels, 
hospitals, etc. 


RAMPS 


Buildings tion, 21 East 40th St., New York, N. Y. 
Building Garages for Profitable Operation. Booklet, 814 x 11 ins. 


16 pp. Illustrated. Discusses the need for modern mid-city, 
parking garages, and describes the d'Humy Motoramp system 
of design, on the basis of its superior space economy and fea- 


tures of operating convenience. Gives cost analyses of garages 
of different sizes, and calculates probable earnings. 

Garage Design Data. Series of informal bulletins issued in loose- 
leal form, with monthly supplements. 


REFRIGERATION 
The Fulton Syphon Company, Knoxville, Tenn. 
Temperature Control of Refrigeration Systems. 


8% x 11 ins. Illustrated. 
water, etc. 


REINFORCED CONCRETE—See also Construction, Concrete 
North Western Expanded Metal Company, Chicago, Ill. 
Designing Data. Book, 6 x 9 ins., 96 pp. Illustrated, Covers the 
use of Econo Expanded Metal for various types of reinforced 
conerete construction. 
Longspan 34-inch Rib Lath. Folder, 4 pp., 8% x 11 ins. Tilus- 
trated. Deals with a new type of V-Rib expanded metal. 
Truscon Steel , Youngstown, Ohio. 
Shearing Stresses in Reinforced Concrete Beams. 
11 ins., 12 pp. 


1 Booklet, 8 pp.. 
Deals with cold storage, chilling of 


Booklet, 84 x 
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A Public Toilet Seat 


should be made of STEEL 


Ana it would be if practical disadvantages 
didn’t make steel out of the question, for only a seat of 
sheer unbreakable strength can stand the unbelievably 
careless treatment of the public. 

Whale-bone-ite is such a seat. Though it costs no more 
than the cheapest composition closet seat made, its un- 
breakable construction—guaranteed for the life of the 
building—immediately ends all replacement expense. 

Its handsome polished Whale-bone-ite surface will 
last a life-time. It is easy to clean and non-inflammable. 
Its hinge also is covered with Whale-bone-ite, giving 
it the same strong, polished surface as the seat, and 
making it non-corrosive. 

Tts use is spreading to the guest bathrooms of fine 


Tue WHALE-BONE-ITE Seat and Hinge form an unbreakable unit. 
The Seat is molded around a laminated core of alternating-grain 
layers of hardwood, making it proof against warping, cracking and 
splitting. The die-cast hinge is molded integral with the seat. 


hotels. Many new apartment houses are equipping all 
toilets with it. 


Send for free cross-section 
—see its strength yourself 


Figures show that on the average ordinary seats have 
to be replaced about every three years. If you want to 
end this needless expense, just as it already has been 
ended in more than a million public toilets in modern 
and remodelled buildings, simply install Whale-bone- 
ite Seats as fast as other seats wear out. Not only will 
the replacement expense end, but the toilets will be 
cleaner as Whale-bone-ite is easier to keep clean. With- 
out obligation send for a free Whale-bone-ite cross- 
section. Simply address Dept. A-3, Seat Division, 
The Brunswick-Balke-Collender Co., 623 South Wab- 
ash Avenue, Chicago. 


THE BRUNSWICK-BALKE-COLLENDER CO. + Chicago 
Atlanta Chicago Detroit Memphis New York Seattle 
Birmingham Cincinnati El Paso inneapolis Philadelphia St. Louis 
Boston Clevelamd Harrisburg Nashville Pittabargh Tampa 
Buffalo Dallas Houmon Newark Richmond Washington 
Charlotte Denver Kansas City New Haven San Antonio Montreal 
Chattanooga Dos Moines Los Angeles New Orleans San Francisco Ottawa 


"Toronto Havana 


/ Brunswicr 
WHALE-BONE-ITE 


TOILET SEATS 


SELECTED LIST OF MANUFACTURERS’ 


ROOFING 
The Barrett Company, 40 Rector St., New York City. 3 

Architects’ and Engineers’ Built-up Roofing Reference Series; 
Volume IV Roof Drainage System. Brochure, 64 pp., 8% x 11% 
s Gives complete data and specifications for many details 
of roofing. 

ederal Cement Tile Co., 608 S. Dearborn Street, Chicago: —— 

Federal Nailing Concrete Roof Slabs. Folder. 4 pp. 8% x 11 ins. 
Tilustrated. 

Roof Standards. Booklet. 30 pp., 8⁄4 x 11 ins. Illustrated. 

Federal Interlocking Tile and Glass Tile. Folder. 4 pp. 84 x 1 
ins. Illustrated. z 

Federal Long-Spare Roof Slab. Folder. 4 pp., 8% x 1l ins. 
Illustrated. i 

New Federal Light Six Roof Slab. Folder. 4 pp., 8/4 x 11 ins. 
Illustrated, 

Heinz Roof Tile Co., 1925 West Third Avenue, Denver, Colo. 

Plymouth-Shingle Tile with Sprocket Hips. Leaflet, 8% x 11 ins. 
Illustrated, Shows use of English shingle tile with special hips. 

Italian Promenade Floor Tile. Folder, 2 pp., 8% x 11 ins. Illus- 
trated. Floor tiling L^ from that of Davanzati Palace. 


Mission Tile. Leaflet, 8% x 11 ins. Illustrated. Tile such as 
are used in Italy and Southern California. xi 

Georgian Tile. Leaflet, 8% x 11 ins. Illustrated. Tiling as used 
in old English and French farmhouses. 

-Celadon » 104 So. Michigan Ave, Chicago, Ill. 

“Ancient” Tapered Mission Tiles. Leaflet, 84 x 11 ins, 4 pp. 
Illustrated. For architects who desire something out of the 
ordinary this leaflet has been prepared. Describes briefly the 
"Ancient" Tapered Mission Tiles, hand-made with full corners 
and designed to be applied with irregular exposures. 

Milwaukee Corrugating Milwaukee, 

Mileor Architectural Sheet Metal Guide. Booklet. 72 pp. 8% x 
Il ins. Illustrated. Metal tile roofing, skylights, ventilators, etc. 

Mileor Sheet Metal Handbook, Brochure. 128 pp. 84 x 1l ins. 
Tllustrated. Deals with rain-carrying rm etc. 

Structural Gypsum Corporation, Linden, N. J. 

Relative Effectiveness of Various Types of Roofing Construction 
in Preventing Condensation of the Under Surface, Folder, 4 
pp., 834 x 11 ins. Important data on the subject, 

Gypsteel Pre-cast Fireproof Roofs, Booklet, 48 pp., 8/4 x 11 ins. 
Tllustrated. Information regarding a valuable type of roofing. 

U. S. Gypsum Co., Chicago, Ill. 

Pyrobar Roof Construction. Booklet, 8 x 11 ins., 48 pp. Illus- 
trated, Gives valuable data on the use of tile in roof con- 
struction. 

Sheetrock Pyrofill Roof Construction. Folder, 8% x 11 ins. Illus- 
trated. Covers use of roof surfacing which is poured in place. 


SEWAGE DISPOSAL 
Kewanee Private Utilities, 442 Franklin St., Kewanee, Ill. 
Specification Sheets. 734 x 10% ins., 40 pp. Illustrated. Detailed 
drawings and specifications covering water supply and sewage 
disposal systems. 


SCREENS 
Brass Co., The, Waterbury, Conn. 

Facts for Architects About Screening. [Illustrated folder, 954 x 
11% ins. giving actual samples of nietal screen cloth and data 
on fly screens and screen doors. 

Athey Company, 6015 West 65th St., Chicago, Ill. 

The Athey Perennial Window Shade. An accordion pleated win- 
dow shade, made from translucent Herringbone woven Coutil 
cloth, which raises írom the bottom and lowers from the top. 
It eliminates awnings, affords ventilation, can be dry-cleaned 
and will wear indefinitely. 

Co. Maplewood, N. J. 

Orsco Aluminum Screens. Booklet, 8 pp., 8 x 11 ins, Illustrated. 
Data on a valuable line of screens. 

Orsco Screens and Other Products. Brochure, 20 pp., 8 x 11 ins. 
llustrated. Door and window screens and other hardware. 


SHADE CLOTH AND ROLLERS 
Columbia Mills, Inc., 225 Fifth Avenue, New York, N. Y. 
NEN Shade Data Book. Folder, 28 pp., 8% x 11 ins, 
trated, 


SHELVING-STEEL 
David Lupton's Sons Company, Philadelphia, Pa. 
Lupton Steel Shelving. Catalog E. Illustrated brochure, 40 pp., 
85$ x 11 ins. Deals with steel cabinets, shelving, racks, doors, 
partitions, etc. 


SOUND DEADENER 
Cabot, Inc., Samuel, Boston, Mass. 
Cabot's Deadening Quilt. Brochure, 774 x 10% ins. 28 pp. Ilus- 
trated. Gives complete data regarding a well-known protec- 
tion against sound, 


STEEL PRODUCTS FOR BUILDING 
Bethlehem Steel Company, Bethlehem, Pa. 
Steel Joists and Stanchions. Booklet, 72 pp., 4 x 6M ins. 
for steel for dwellings, apartment houses, ctc. 
Steel Frame House Company, Pittsburgh, Pa. (Subsidiary of Mc- 
Clintic-Marshall Corp.) 


Mus- 


Data 


Steel Framing for Dwellings. Booklet, 16 pp., 8 x 11 ins. Mus- 
trated. 

Steel Framing for Gasoline Service Stations. Brochure, 8 pp., 
8% x 11 ins. Illustrated. 


Steel Frame Standard Gasoline Service Stations. Booklet, 8 pp., 
8% x 11 ins. Illustrated. Three standard designs of stations. 
We house Electric & Mfg. Co., East Pittsburgh, Pa. 
the Arc Welding of Structural Steel. Brochure, 32 pp., 8% x 11 
is. Illustrated. Deals with an important structural process. 
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STONE, BUILDING 
Indiana Limestone Company, Bedford, Ind. 

Volume 3, Series A-3. Standard Specifications for Cut Indiana 
Limestone work, 8% x 11 ins., 56 pp. Containing specifications 
and supplementary data relating to the best methods of speci- 
fying and using this stone for all building purposes. 

Volume 1. Series B. Indiana Limestone Library, 6 x 9 ins., 36 pp. 
Illustrated. Giving general information regarding Indiana Lime- 
stone, its physical characteristics, etc. 

Volume 4. Series B. Booklet. New Edition, 8% x 11 ins., 64 pp. 


Illustrated. Indiana Limestone as used in Banks. 
Volume 5. Series B. Indiana Limestone Library. Portfolio, 
1134 x 834 ins. Illustrated. Describes and illustrates the use 


of stone for small houses with floor plans of each. 

Volume 6. Series B. Indiana Limestone School and College Build- 
ings, 8⁄4 x 11 ins., 80 pp. Illustrated. 

Volume 12. Series B. Distinctive Homes of Indiana Limestone. 
84 x 11 ins, 48 pp. Illustrated. 

Old Gothic Random Ashlar. 874 x 11 ins., 16 pp. 


STORE FRONTS 


Illustrated. 


Brasco Manuf: Co., 5025-35 South Wabash Ave., Chicago, Ill. 

Catalog No. 33. Series 500. All-Metal Construction. Brochure, 
20 p 834 x 11 ins. Illustrated. Deals with store fronts of a 
high class. 


Catalog No. 34. Series 202. Standard construction. Booklet, 16 
pp. 8% x 11 ins, Illustrated, complete data on an important 
type of building, 

Detail Sheets. Set of seven sheets, 8/4 x 11 ins., printed on trac- 
ing paper, giving full-sized details and suggestions for store 
front designs. 

Davis Solid Architectural Bronze Sash. Set of six sheets, 84 x 11 
ins., printed on tracing paper. Full-sized details and suggestions 
for designs of special bronze store front construction. 

The Kawneer Company, Niles, Mich. 

Store Front Suggestions. Booklet, 96 pp, 6 x 8}4 ins. Ilus- 
seh Shows different types of Kawneer Solid Copper Store 

ronts. 

Catalog K. 1927 Edition. Booklet, 32 pp., 85$ x 1l ins. Tus- 
trated. Details of Kawneer Copper Store Fronts. 

Detail Sheets for Use in Tracing. Full-sized details on sheets 
17 x 22 ins. 

Kawneer Construction in Solid Bronze or Copper. Booklet, 64 
pp. 8% x 11 ins. Illustrated. Complete data on the subject. 

Modern Bronze Store Front Co., Chicago Heights, Ill. 

Introducing Extruded Bronze Store Front Construction. Folder, 
4 pp. 8% x 1l ins. Illustrated. Contains full-sized details of 
metal store íronts. 

Zouri Drawn Company, Chicago Heights, Ill. 

Zouri Safety Key-Set Score Front Construction. Catalog, 8/4 x 
1054 ins., 60 pp. Illustrated. Complete information with detailed 
ass and installation instructions convenient for architects’ 

les. 

International Store Front Construction. Catalog, 8/4 x 10 ins., 
70 pp. Illustrated. Complete information with detailed sheets 
and installation instructions convenient for architects’ files. 

Store Fronts by Zouri. Booklet, 30 pp., 9 x 12 ins. Illustrated. 


TELEPHONE SERVICE ARRANGEMENTS 


All Bell Telephone Companies. Apply nearest Business Office, or 
American Telephone and Telegraph Company, 195 Broadway, 


New York, 

Planning for Home Telephone Conveniences. Booklet, 52 pp., 814 x 
11 inches. Illustrated. 

Planning for Telephones in Buildings. Brochure, 74 pp., 8% x 11 
inches. Illustrated. 


TERRA COTTA 
National Terra Cotta Society, 19 West 44th St., New York, N. Y. 

Standard Specifications for the Manufacture, Furnishing and 
Setting of Terra Cotta, Brochure, 8% x 11 ins, 12 pp. Com- 
plete Specification, Glossary of Terms Relating to Terra Cotta 
and Short Form Specification for incorporating in Architects’ 
Specification. 

Color in Architecture. Revised Edition. Permanently bound vol- 
ume, 934 x 1244 ins., containing a treatise upon the basic prin- 
ciples of color in architectural desi illustrating early o 

pean and modern American examples. Excellent illustrations 
in color. 

Present Day Schools. 84 x 11 ins, 32 pp. 
amples of school architecture with artide upon school building 
design by James O, Betelle, A. I. A. 

Better Banks. 8% x 11 ins, 32 pp. Illustrating many bankin 
buildings im terra cotta with an article on its use in bank 
design by Alfred C. Bossom, Architect, 


Illustrating 42 ex- 


TILE, HOLLOW 
Proofing Co., 250 Federal St., Pittsburgh, Pa. 
Standard Wall Construction Bulletin 174. 874 x 11 ins., 32 pp. 
Illustrated. A treatise on the subject of hollow tile wall con- 
struction. 

Standard Fireproofing Bulletin 171. 8% x Il ins, 32 pp.. Illus- 
trated. A treatise on the subject of hollow tile as used for 
anca girder, column and beam covering and similar construc- 
ion, 

Natco Double Shell Load Bearing Tile Bulletin. 8% x 11 ins., 
6 pp. Illustrated. 

Natco Face Tile for the Up-to-Date. Farm Bulletin. 8:4 x 11 ins. 

Natcoflor Bulletin. 8% x 11 ins., 6 pp. Illustrated. 

Natco Header Backer Tile Bulletin. 8% x 11 ins., 
trated. 

Natco Unibacker Tile Bulletin. 


4 pp. Tilus- 


8% x I ins, 4 pp. Illustrated. 
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Aquatint study of the Sears, Roebuck & Co. Building, Boston, Mass. ^ Nimmons, 
Carr & Wright, Chicago, Architect Martin C. Schwab, Chicago, Mechanical Engineer .^ 
Hegeman - Harris Co., Inc., Boston, General Contractor ^ The Merrill Company, So. 
Boston, Mass. Heating and Piping Contractor ^ Alexander K. Brown, Chicago, and 
The Downey Co., Boston, Plumbing Contractors . . . . Jenkins Valves are used in the 
heating, plumbing and boiler room installations in this modern industrial structure . . . . 
Jenkins Bros. ^ New York „~ Boston j^ Philadelphia ^ Alway mrt vid de Diamond 

Chicago . . . Jenkins Bros. Ltd. ^ Montreal ^ London. CJenkins UVE 
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TILES 


Hanley Company, Bradford, Pa. 
Hanley Quarry Tile, Folder, 
Kraftile Company, Niles, Calif. 
High Fired Faience Tile. Booklet, 32 pp., 84 x 11 ins. Illus- 
trated, Presents a fine line of tiles for different purposes. 
C. Pardee Works, 9 East 45th St, New York, N. Y., and 1600 
Walnut St., Philadelphia, Pa. 
Pardee Tiles. Bound volume, 48 pp., 814 x 11 ins. 


United States Quarry Tile Co., Parkersburg, W. Va. 
Quarry Tiles for Floors. Booklet, 120 pp. 814 x 11 ins. Tllus- 
trated. eneral catalog. Details of patterns and trim for floors. 
Art Portfolio of Floor Designs. % x 12% ins. Illustrated in 
colors, Patterns of quarry tiles tor floors, 


4 pp, 5 x 8 ins, Illustrated. 


Illustrated. 


VALVES 


Crane Co., 836 S. Michigan Ave., Chicago, Ill. 
No. 51. General Catalog. Illustrated. Describes the complete 
line of the Crane Co. 


C. A. Dunham Co., 450 East Ohio St., Chicago, Ill. 


The Dunham Packless Radiator Valve. Brochure, 12 pp., 8 x 11 
ins. Illustrated. Data on an important type of valve. 


Jenkins Bros. 8) White St, New York, N. Y. 

The Valve Behind a Good Heating System. Booklet, 44 x 754 
ins., 16 pp. Color plates. Description of Jenkins Radiator 
Valves for steam and hot water, and brass valves used as boiler 
connections. 

Jenkins Valves for Plumbing Service. Booklet, 4% x 734 ins. 
16 pp. Illustrated. Description of Jenkins Brass Globe, Angle 
Check and Gate Valves commonly used in home plumbing, and 
Iron Body Valves used for larger plumbing installations. 


VENETIAN BLINDS 


Burlington Venetian Blind Co. Burlington, Vt. 
Venetian Blinds. Booklet, 7 x 10 ins, 24 pp. Illustrated. De- 
scribes the "Burlington" Venetian blinds, method of operation, 
advantages of installation to obtain períect control of light in 


the room. 


VENTILATION 


American Blower Co., Detroit, Mich. 


American H. S. Fans. Brochure, 28 pp., 8% x 11 ins. 
an important line of blowers. 


Duriron Company, Dayton, Ohio. 
Acid-proof Exhaust Fans. Folder, 8 x 10% ins., 8 pp. Data re- 
garding fans for ventilation of laboratory fume hoods. 


Specification Form for Acid-proof Exhaust Fans. Folder, 8 x 104 
ins. 


Staynew Filter Corporation, Rochester, N. Y. 
Protectomotor High Efficiency Industrial Air Filters. Booklet, 
20 pp, 8/4 x 1l ins. Illustrated. Data on valuable detail of 
apparatus. 


Data on 


WATERPROOFING 


Master Builders Company, Cleveland, Ohio. 
Waterproofing and Dampproofing and Allied Products. Sheets 

in loose index file, 9 x 12 ins. Valuable data on different types 
of materials for protection against dampness. 

Waterproofing and Dampproofing File. 36 pp. Complete descrip- 
tions and detailed specifications for materials used in building 
with concrete. 


Sommers & Co., Ltd. 342 Madison Ave, New York, N. Y. 
“Permantile Liquid Waterproofing” for making concrete and ce- 
ment mortar permanently impervious to water. Also circulars 
on floor treatments and cement colors. Complete data and 
specifications. Sent upon request to architects using business 
stationery. Circular size, 8% x Il ins. 


Sonneborn Sons, Inc., L., 116 Fifth Ave., New York, N. Y. 
Pamphlet, 334 x 8 ins, 8 pp. Explanation of waterproofing 
principles. Specifications for waterproofing walls, floors, swim- 
ming pools and treatment of concrete, stucco and mortar. 


Toch Brothers, New York, Chicago, Los Angeles. 


Architects’ Specification Data. Sheets in loose leaf binder, 814 x 
11 ins, dealing with an important line of materials. 


The Vortex Mfg. Co., 1978 West 77th St., Cleveland, Ohio. 


Par-Lock Specification “Form D” for waterproofing surfaces to 
be finished with Portland cement or tile. 

Par-Lock Specification “Forms E and G" membrane waterproof- 
ing of basements, tunnels, swimming pools, tanks to resist 
hydrostatic pressure. 

Par-Lock Waterproofing. Specification Forms D, E, F and G. 
Sheets, 8/4 x 11 ins. Data on combinations of gun-applied 
asphalt and cotton or felt membrane, built up to suit require- 
ments. 

Par-Lock Method oí Bonding Plaster to Structural Suríaces. 
Folder, 6 pp., 8/4 x 11 ins. Official Bulletin of Approved Prod- 
ucts—Investigating Committees of Architects and Engineers. 
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PUBLICATIONS — Continued from page 200 


WEATHER STRIPS 


Athey Company, 6035 West 65th St., Chicago, TII. 
The Only Weatherstrip with a Cloth to Metal Contact. Booklet, 
16 pp, 8% x 11 ins. Illustrated. Data òn an important type 
of weather stripping. 


WINDOWS 


The Kawneer Company, Niles, Mich. 
Kawneer Solid Nickel Silver Windows. In casement and weight- 
hung types and in drop-down transom type. Portfolio, 12 pp., 
9 x HM ins. Illustrated, and with demonstrator. 


David Lupton's Sons Company, Philadelphia, Pa. 
Lupton Pivoted Sash, Catalog 12-A. Booklet, 48 pp., 854 x 11 ins. 
Illustrates and describes windows suitable for manufacturing 
buildings. 


WINDOWS, CASEMENT 


Crittall Casement Window Co., 10951 Hearn Ave., Detroit, Mich. 
Catalog No. 22. 9 x 12 ins, 76 pp. Illustrated. Photographs of 
actual work accompanied by scale details for casements and 
composite steel windows for banks, office buildings, hospitals 
and residences. 


Hope & Sons, Henry, 103 Park Ave, New York, N. Y. 
Catalog, 124 x 18% im 30 pp. Illustrated, Full-size details of 
outward and inward opening casements. 


The Kawneer Company, Niles, Mich. 
Kawneer Solid Nickel Silver Windows. In casement and weight- 
hung types and im drop-down transom type. Portfolio, 12 pp., 
9 x 11% ins. Illustrated, and with demonstrator. 


David Lupton's Sons Company, Philadelphia, Pa. 

Lupton Casement of Copper Steel. Catalog C-217. Booklet, 24 
P. 85$ x 11 ins, Illustrated brochure on casements, particularly 
or residences. 

Lupton Heavy Casements, Detail Sheet No. 101, 4 pp., 8/4 x 11 
ins. Details and specifications only. 


Richards-Wilcox Mfg. Co., Aurora, M. 

Casement Window Hardware. Booklet, 24 pp, 8/4 x 11 ins. 
Illustrated, Shows typical installations, detail drawings. con- 
struction details, blue-prints if desired. Describes AIR-way 
Multifold Window Hardware. 

Architectural Details. Booklet, 8% x 11 ins, 16 pp. Tables of 
specifications and typical details of different types of construc- 
tion. 

List of Parts for Assembly. Booklet, 81 x 11 ins., 16 pp. Full 
lists of parts for different units. 


WINDOW SHADES AND ROLLERS 


Columbia Mills, Inc., 225 Fifth Avenue, New York, N. Y. 


Window Shade Data Book. Folder, 28 pp., 8/4 x 11 ins. 
trated. 


WINDOWS, STEEL AND BRONZE 


David Lupton’s Sons Company, Philadelphia, Pa. 

A Rain-shed and Ventilator of Glass and Steel. Pamphlet, 4 pp., 
8% x 11 ins. Deals with Pond Continuous Sash. Sawtooth 
Roofs, etc. 

How Windows Can Make Better Homes. Booklet, 374 x 7 ins., 
12 pp. Am attractive and helpful illustrated publication on use 
of steel casements for domestic buildings. 


Truscon Steel Company, Youngstown, Ohio. 

Drafting Room Standards. Book, 8/4 x 11 ins., 120 pages of me- 
chanical drawings showing drafting room standards, specifica- 
tions and construction details of Truscon Steel Windows, Steel 
Lintels, Steel Doors and Mechanical Operators. 

Truscon Solid Steel Double-Hung Windows. 24 pp. Booklet, 
8% x 11 is. Containing illustrations of buildings using this 
type of window. Designs and drawings of mechanical details. 

Continuous Stecl Windows and Mechanical Operators. Catalog 
126. Booklet, 32 pp., 8% x 11 ins. Illustrated. 


WOOD-—See also Millwork 


American Walnut Mfrs. Association, 618 So. Michigan Boulevard, 
Chicago, Ill. 

American Walnut. Booklet, 7 x 9 ins. 46 pp. Illustrated. A 
very useful and interesting little book on the use of walnut 
in Fine Furniture with illustrations. of pieces by the most 
notable furniture makers from the time of the Renaissance 
down to the present. 

American Walnut for Interior Woodwork and Paneling. 7 x 9 
ins. Illustrated. Discusses interior woodwork, giving costs, 
specifications of a specimen room, the different figures in Wal- 
nut wood, Walnut floors, finishes, comparative tests of physi- 
cal pce and the advantages of American Walnut for wood- 
wor 


Curtis Companies Service Bureau, Clinton, Iowa, 

Better Built Homes. Vols, XV-XVIIT, incl. Booklet, 9 x 12 ins., 
40 pp. Illustrated. Designs for houses of five to eight rooms, 
respectively, in several authentic types, by Trowbridge & 

Ackerman, architects, for the Curtis Companies. 
National Lumber Mfrs. Assn. Washington, D. C. 


Airplane Hi r Construction. Booklet, 24 pp., 8% x 11 ins. Use 
ot Iumber for hangars. 


Tllus- 
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STROWGER 


PAN 


ACCU 


It goes almost without saying that any 


interior telephone system should provide 
accuracy of connections; yet it is a fact that 
only when telephone connectionsare machine 
made can they be unfailingly accurate at all 


times. 


This is one of the many reasons for the 
adoption of the Strowger P-A-X by the lead- 
ers of every line of business and industry. 
The user of P-A-X finds in the operation of 
the Strowger dial that sense of certainty 
which comes only with the elimination of 
human intermediaries with their human 
errors and failings. 


The makers of Strowger P-A-X are the 
originators and foremost manufacturers of 
automatic telephone systems for both public 
and private service. Strowger engineers will 
be glad to submit studies on any project in 
which telephone equipment is specified. 
Strowger P-A-X Systems are available in any 
capacity from five lines and upwards. 


Check These Features of 
Strowger P-A-X 


24-Hour Service 

Absolute Privacy 247 
Unfailing Accuracy 
Instantaneous Connections 


Special Services 
Low Cost of Operation 


These are the requirements of 
a perfect Interior Telephone 
System. 


STROWGER DIAL SYSTEMS INCLUDE: 


Publie Automatie Telephone Systems 
Private Automatic Telephone Systems—\Strowger P-A-X ) 

Code Signal 5; " Watchman Supervisory Systems 

Tele-Chec Sys (for theatres) Industrial Fire Alarm System» 
Railway Signalling and Communication Equipment. 


Engineered, Designed, and Manufactured by 


Automatic Electric i 


Factory and General Offices: 
1033 West Van Buren St., Chicago, 


Sales and Service Offices in the Following Cities: 
Los Angeles Cleveland x Dallas St. Louis 
Boston. St. Paul xcu onem Detroit Philadelphia 


Export Distributors: 

For Australasia Automatic Telephones, Lid.: Sydney. 

For Canada—Independent Sales & Engineering Co., Lid.: Vancouver. 
Elsewhere—The Automatic Electric Company, Ltd.; Chicago. 


MEER OL SYSTEMS 


HEN considering a sound-quieting treatment for 
office buildings, ask yourself this question: "How 
does it look at close range?" Ceilings are comparatively low 
and well lighted; the usual viewpoint only a few feet away. 


Acoustex, the decorative sound-absorbent, never tires the eye. 
Its richly textured surface pleases at five feet or fifty. Acoustex 
meets every practical demand of efficient sound-quieting plus 
a recognized need for a finish beautiful in itself. 


Acoustex brings to architects a new freedom in acoustical 
design. 


BOSTON ACOUSTICAL ENGINEERING DIVISION 
of HOUSING COMPANY 
40 CENTRAL STREET, BOSTON, MASS. 


Acoustex erectors are located in principal cities. Should 
one not be available in your vicinity, write direct. 


ACOUSTEX 


The Decorative Sound Absorbent 
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ACOUSTEXS 
offers you... 


The most beautiful acous- 


tic material on the market 


... Tiles from 6" x 12" to 


" x 24" and large sheets 
2 feet wide and up to 10 


feet in length . . . all one 


inch thick . . . Tinted to | 


your specifications . . . Un- 


usually high coefficient of | 


sound absorption . . . Fi 


proof... Easily vacuum cleaned and redecorated . . . 


Tested through years of successful installations. 


Ask Your Secretary to Clip and Mail 


Boston Acoustical Engineering Division 
of Housing Company, 40 Central Street 
P Boston, Mass. F 


- Send Specifications and Details 
on the Use and Application of 
Acoustex for our acoustic file. 


FT — — 7-75 
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Soon lumber yards will be stocked with 
this easily identified lumber 


ARCHITE 


This marked lumber safeguards 
your lumber specifications 


Now 


CTURAL FORUM 


Right on the job... you know your 
specifications have been filled 


Trade and Grade Marked Lumber 


to Safeguard your Lumber Specifications 


RADE and grade marked lumber— 

guaranteed! An impressive contribu- 
tion by the great lumber manufacturers 
associations to better construction . . . 
American Standard Lumber to be guar- 
anteed to dealers to be exactly as marked 
by the expert grader. 

Mr. LeRoy E. Kern, technical secre- 
tary, Structural Service Department, 
American Institute of Architects, in a 
statement to the National Committee on 
Wood Utilization, U. S. Department of 
Commerce, said: “The architect is per- 
haps more concerned with the grade 
marking system than any other specify- 
ing consumer because upon him rests the 
responsibility of making not only sure 
that the proper species and grades are 
specified, but also that they are fur- 
nished and used." 


To protect lumber users the National 
Lumber Manufacturers Association 
guarantees, financially, that each piece 
of lumber bearing its trade mark, the 
National Tree Symbol. is of the quality 
indicated thereon by the official mark of 
the expert grader, and has been carefully 
manufactured to American Lumber 
Standards. 


THESE 17 great associations affiliated 
with the National Association maintain 
particular information and service or- 
ganizations that coordinate with the gen- 
eral services of the National staff. 


Redwood Association, San Fran- 
if.— Redwood 


urers Association, San Francisco, 
California Pines, White 


Oak, Gum, Southern and 
Hardwoods 
rolina Pine Association, Norfolk, 
Va.—North Carolina Pine 
“Northern Hemlock & Hardwood Manufac- 
turers Association, Oshkosh, Wis.—Hem- 
lock,Maple, Birchand Northern Hardwoods 
"Northern Pine Manufacturers Association, 
Minneapolis, Minn. — White Pine, Norway 
ne 
*Southern Cypress Manufacturers Associa- 
tion Jacksonville la. Cypress and Tupelo 
thern Pine Assoc Orleans, 
Long Leaf and Short Leaf Southern 
eliow Pine 
Coast Lumbermen's Association, 
‘ash. —Dougtas Fir, Sitka Spruce, 
est Coast Hemlock, Western Red Cedar 
tWestern Pine Manufacturers Associati. 
Portland, — Pondosa Pine, Tduho; 
White Pine, 
National American Wholesale Lumber Asso- 
ciation, New York, N. Y. 
National Association of Wooden Box Manu- 
facturers, Chicago, IIl. 
*Maple Flooring Manufacturers Association, 
Chicago, III. 
British Columbia Lumber and Shingle 
Manufacturers, Ltd., Vancouver. B. 
British Columbia Loggers Association, 


tion, Memphis. Tenn. 
Wood Preservers’ Association, 


"Grade and trade marked lumber available 
in these species. 

{Trade marked lumber available in these 
species. 


NATIONAL LUMBER 


MANUFACTURERS 


WASHINGTON, D. C. 


New York . Atlanta 


. Pittsburgh . Boston . Chicago . Indianapolis . Dallas 
Memphis . San Francisco . Portland, Oregon . KansasCity . Minneapolis 


Los Angeles 


ASSOCIATION 


Architects Can Help 


The modern mills of nine of the great regional 
lumber manufacturing associations will de- 
liver grade and trade marked lumber (or the 
latter only) on order. 

It takes time to introduce such a radical 
change in an industry and trade that numbers 
more than 30,000 units. By asking for 
National Tree guaranteed lumber architects 
will hasten its general adoption. Unmarked 
lumber will of course continue to be avail- 
able to those who prefer it. 

Use the convenient coupon and be sure to 
get your copy of “Taking the Mystery out of 
Lumber Buying.” 


ZCIFY NATIONAL TREE LUMEER 
* American Standard Lumber 
from America's Best Mills" 


National Lumber Mfrs, Assn. 
Transportation Bldg., Dept. 5003 
Washington, D. C. 
Gentlemen: Please arrange to have à Lumber 
Consultant call, 
O Send a copy of 
of Lumber Buyi 


king the Mystery out 
ing." 
O Send a copy of "Modern Home Interiors. 


Name. 


| Firm 
| Street 


State 
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NO WELDS IN STRESS—one piece of 
steel—expanded—without rivets, bolts 
or welds in shear or tension—these are 
the features responsible for the rapid 
gain in Bates-Truss Joist popularity. 


A simple I-beam section is expanded 
into a lattice truss web. The expan- 
sion increases the depth of the beam— 
the truss materially increases its 
strength. The points of contact of 
the lacing and flange members are 
simply unsheared portions of the 
original plain web. By this process, 
all defective beams are automatically 
eliminated. 


Contractors, engineers, builders should 
all know about the Bates Expanded 
Steel Truss. We have prepared a book 
giving complete information. A copy 
will be mailed to you upon request. 


B-E-45 cet rus G 


The expanded section 
is covered by basic com= 
modity and process pat= 
ents, owned, controlled 
and ‘operated under ex- 
clusively by this company. 


Éavl B. Newcomb. Eng. Sales, Engineering and Executive Offices EAST CHICAGO. IND 
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‘The STEEL FRAMING 


arrives.....every piece 
GEEUMNE ...... 


er 
X 
wh 


AY Ey) 


... Strongest 
residential 
construction 


v 


... adaptable 
to any 
architectural 
design 


....quick and easy erection 
with ordinary tools. ...... 


hy 


No special building plans or specifications are necessary with Steel Framing. 
It does not limit the architect, builder or home owner in design, manner of 
erection or room arrangement. All structural pieces are made up from the 
architect's original plans—with every piece cut to fit and marked for its place. 
The members are assembled by workmen familiar with home building— 
erection is quicker and easier than by any other construction method. 


Steel Framing provides the most rigid framework known in home building 
today—it is skyscraper construction made possible by a practical and economical 
method of using steel to replace ordinary material. No sagging or settling, 
no expansion or contraction to cause plaster cracks in walls and ceilings. Here 
is the permanent residential construction that has been sought for years—a 
construction that is fireproof and stormproof, possessing a greater realty 
value at a cost comparable to that of residences erected in the ordinary way. 


Write for complete information. 
Sree, Frame House Company, Oniven BUILDING, PITTSBURGH, Pa. 


à 


= z : à 
THE MODERN METHOD OF HOUSE CONSTRUCTION 
' v 


208 ARCHITECTURAL ENGINEERING AND BUSINESS 


Part Two 


STRUCTURAL STEEL CREATED THE SKYSCRAPER 


ARISTOCRATS 
OF 
ARCHITECTURE 


Tue skyscrapers, the cloud-touchers, the cubist 
spires that so magnificently look down upon our 
cities, are products of structural steel. Steel's 
strength takes them high. Steel's security gives 
courage to their beauty. 

Structural steel is not only the strongest, safest 
and most thoroughly reliable of all building ma- 
terials . . . it has the great added advantage of 
providing the most rapid means of construction. 
Steel saves time because it comes to the job ready 
to go into place—immediately. All its character- 
isties are known. It can be used anywhere with 
complete confidence. Wherever construction calls 
for speed—and where doesn’t it?—you see steel 
serving with the utmost expedition. Steel construc- 
tion is the most efficient —most modern—type of 
construction for every kind of building from 
skyscraper to dwelling. 

A Technical Service Bureau is at the disposal 
of architects, engineers, owners and others who 
have need of any information which can be sup- 
plied through the American Institute of Steel 
Construction, Inc. 


A reproduction of this rendering by Hugh Ferriss, suitable for framing, will be mailed 


Sree of cost to any architect 


AMERICAN INSTITUTE OF STEEL CONSTRUCTION, INC. 


The co-operative non-profit service or- 
ganization of the structural steel industry 


STEEL 


of the United States and Canada. Corre- 
spondence is invited. 200 Madison Avenue, 
New York City. District offices in New 


INSURES STRENGTH 


York, Worcester, Philadelphia, Birming- 
ham, Cleveland, Chicago, Milwaukee, St. 
Louis, Topeka, Dallas and San Francisco. 

The Institute publishes twelve booklets, 


AND 


SECURITY 


one on practically every type of steel 
structure, and provides also in one volume, 
“The Standard Specification for Structural 
Steel for Buildings,” “The Standard Speci- 
fication for Fire-proofing Structural Steel 
Buildings,” and “The Code of Standard 
Practice.” Any or all of these may be had 
without charge, simply by addressing the 
Institute at any of its offices. 
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Not the same lath for 
every purpose . . . but the right 
lath for every need 


The varying types of construction, the diversified 
needs of the lather and plasterer all find an ade- 
quate solution in the Berloy Metal Lath Family. 
Every modern trend in building design points to 
new and different plastered effects and whether the 
plans call for broad planes of formed surfaces, 
there is a reciprocal advantage to be found in the 
right Berloy lath for each need. 


If the requirements are straightaway surfaces, the 
new Berloy Tri-Plex will often effect a saving of 
plaster as high as 20%. If forming is required, 
Berloy Diamond Mesh, made of rust-resisting TON- 
CAN Iron, surpasses all in permanence and gives to 
these beautiful surfaces a base that is without equal. 
Where heavier re-inforcement is required, Berloy 
Ribplex in either the three-quarter or three-eighth 
rib can be safely recommended. 


Peacock Room, Mark-Hopkins Hotel, San Francisco 


Mfg. Company 
MAIN OFFICE 
Canton, Ohio 


BERLOY 


BRANCHES AT 
Jacksonville 
Kansas City 
Long Island 

rt 


Philadelphia 
Pittsburgh 
Roanoke 
Rochester 

San Antonio 
San Francisco 
Seattle 


Chicago 
Cincinnati 
Columbus 
Dallas 
Detroit 
Hartford St. Louis 
Houston Newark, N. J. Toronto 
Indianapolis New York 


ty 
Los Angeles 
ilwaukee 
Minneapolis 
Montreal 
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Enduring beauty 


jp are many things entering into the con- 
struction of a home that have no intrinsic 
beauty in themselves. Yet in the hands of the 
architect, they become vital factors in achieving 
the subtle atmosphere that so removes a room 
from the commonplace. Milcor Expansion Corner 
Bead is just such a product. Primarily, it is an en- 
gineered building material .. . . . a “mechanical 
corner", you might say. But because of its accuracy 
and precision of form, it provides corners neat . . . 
straight and trim . . . arches of true symmetry. 


In its design, Milcor Expansion Corner Bead is unique in 
its perfection. The patented wings of diamond-shaped ex- 
panded metal allow the keying of the plaster right to the 
actual corner... .. eliminating the danger of the plaster 
checking off or cracking due to later abuse. Thus enduring 
beauty is attained with the assistance of modern engineering, 
and the architect preserves the charm he has created. You 
will find full details and construction specifications in the 
“Milcor Manual” in your files . . . or, if you do not have a 
copy, we will gladly send one upon request. 


MILWAUKEE CORRUGATING 
COMPANY, 1405 Burnham Street 
Milwaukee, Wisconsin 
Branches: Chicago, Ill., Kansas City, Mo., La Crosse, Wis. 


Sales Offices: Boston, Mass., Detroit, Mich., Atlanta Ga., 
Little Rock, Ark. Minneapolis, Minn. 


Eastern Plant: 
The Eller Manufacturing Co., Canton, Ohio 


TETTE. 
TITEL ECETTETCECCIT, 


un T 
manm 
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Milcor Sray-Rin Merar Larn 


Milcor "Stay-Ríb" Metal Lath has 
unusual rigidity due to its reinforce- 
ment by longitudinal ribs of patented 
design. It is an ideal plaster base. 

y-Rib" Metal Lath is 
lack Open Hearth Steel 
Sheets, painted Black. Also Armco 
Ingot ‘Iron, painted Black, Tight- 
Coat Galvanized Armco Ingot lron. 
Tight-Coat Galvanized Open Hearth 
Steel . . and Coppered Metal Sheets. 


May, 1929 THE ARCHITECTURAL FORUM 


NO WAITING 


The Havemeyer Truss system of floor 
construction eliminates delays. With these 
trusses the floor work can be carried on 
even in advance of the other trades. Here 
is a case where the Havemeyer Trusses 
are up on timber awaiting the walls. 


Because of the demand for comprehensive 
data on the various uses of Havemeyer 
Trusses, Concrete Steel Company has pro- 
duced a complete folio of 32 pages and 3 
data sheets giving the most recent infor- 
mation. In requesting this book “Structural 
Economies for Concrete Floors and Roofs,” 
please address Executive Offices. 


42 Broadway 
New York 


DISTRICT OFFICES: Birmingham, Boston, Chicago, 
Detroit, Milwaukee, Minneapolis, Philadelphia, 
Pittsburgh, St. Paul, Syracuse, Washington. 
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This engineering data book in- 
cludes complete technical infor- 
mation relative to specifications, 
cost comparisons and physical 
characteristics of Structural Clay 
Tile in floor construction. A copy 
will be sent without charge to 
members of the ‘ession LES 
zuei on their letterhead. To 


others the price is three dollars. 
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STRUCTURAL 
CLAY TILE... 


TRUCTURAL Cray Tire floors are ideally adapted to 
S office and factory buildings, schools, hotels, apart- 
ment houses, stores and other commercial structures 
of every description. 


This type of floor is fireproof and sound-proof. It can 
be erected in a minimum of time and at any time of 
year regardless of temperature and weather. 


Its light weight reduces the dead load on structural 
steel and foundations, permitting substantial economy 
of materials. 


Architects and engineers will find the data book 
offered on the opposite page of great value. 


STRUCTURAL CLAY TILE ASSOCIATION 


Formerly Hollow Building Tile Association 
1403 ENGINEERING BUILDING 


P 


S 


*SHELTERS: 
ERPETUATES : 


MODERN 
beauty | 

MODERN} 
speed 


Again and again, rein- 
forced concrete shows 
ability to do a hand- 
some job—do it fast— 
anddoiteconomically. 
The Fullerton Parkway 
Towers, Chicago, for 
example. 
Its beauty—in the 
modern manner is 
apparent. 
In85 working days, the 
concrete for the 18 
floors and roof was 
finished. 
Cubic contents totals 
1.240.000 cubic feet. 
Actual floor area totals 
108,000 square feet. 
Speed, Beauty, Econ- 
omy, Permanence— 
that's reinforced con- 
crete! Every time. Any 
place. 
Architects: McNally & 
Quinn. 
Engineers: Smith & 
Brown. 
Contractors: Adolph 
Lindstrom & Co. 


Co 
-Oncre. " 
te Reinforcing S 
Tril Z Ste 

“une Tower 
Chicago 


May, 


1929 


as 


THE ARCHITECTURAL FORUM 


NEW JERSEY BELL TELEPHONE COMPANY BUILDING, NEWARK 


as ‘modern’ architecture 


Ruccepness and Smupuicrry are the two outstanding character- 
istics of modern architecture. Both are exemplified in this splen- 
did new home of the New Jersey Bell Telephone Company at 
Newark, in which Carnegie Beam Sections were used to form the 
steel framework. 


The same two characteristics are possessed by these new beam 
sections. The contour is of the simplest form possible—straight, 
parallel flanges without taper, which facilitate fabrication and 
erection. The distribution of metal gives maximum strength in 
proportion to weight. Constant-depth columns, unique with 
Carnegie Beams, present opportunities for standardization, both 
in design and erection. 


A handbook, "Carnegie Beam Sections,” containing detailed 
information, will be sent at your request. These new beams merit 
your investigation. 


N 
- 
un 


Voornges, GwkLIN & 
VALKER 


Architects 
Tunxer CONSTRUCTION 
Company 
General Contractors 
American Barvce Co. 
Fabricators 


Carnegie Beam Sections are as modern 


1970 


CARNEGIE STEEL COMPANY 


E IE BUILDING --- 2/77SBURGH, PA. 


UNITED STATES STEEL CORPORATION T 
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ERES A NATIONAL 
FOR EVERY 


m 


| 
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National Jacketed Boiler 
No. 4 Series 


Brings a new conception of what a 
boiler can offer in outstanding at- 
tractiveness, full-saving efficiency, 
and upstanding service; a striking 
and colorful jacket, and contrasting 


trim. 


National Low Water Line Boiler 
Where lack of head room is the 
problem, this boiler is always the 
best, often the only, solution; highly 
eficient. 


National Round Boiler 
In residential and small building 
heating, its staggered fire travel leads 
straight to efficiency, economy, and 
complete and permanent user sat- 
isfaction, 


Aero Radiation 
Aero Radiators pioneered the way 
to new heating efficiency, were the 
first to supply beauty for every 
setting and utility for every heat- 
ing purpose. 


T. 
(n 


For all Structures 


For large homes or small ones, for 
theatres, churches, or schools, for 
apartments or office buildings—for 
every structure, everywhere, there's 
a National Made-to-Measure Heat- 
ing System that can be expertly in- 
stalled, efficiently and economically 
operated. 


The systems embody outstanding 
equipment which enjoys unusual 
prestige won in years of demons- 
trated dependability. Aero Radia- 
tors, that pioneered the way to new 
heating efficiency and beauty, and 
National Bonded Boilers, renowned 
for honest ratings and dependable 
performance, have long been syn- 
onymous with complete heating 
satisfaction. 
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For all Conditions 


Perhaps the problem is the lack of 
boiler head room so frequently en- 
countered in theatre buildings, and in 
structures in tide-water country; or 
perhaps it is a combustion problem 
in some locality with a rigid smoke- 
ordinance. 


In either case, there’s a National 
Bonded Boiler to solve it efficiently 
and completely. Perhaps the prob- 
lem is the selection of radiation to 
harmonize with certain finishes or 
furnishings. There's an Aero Radia- 
tor that will fit in perfectly. What- 
ever the requirements, National 
Made-to-Measure Heating Systems 
will meet them completely, effi- 
ciently, and with permanent de- 
pendability. 
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For all Types of Fuel 
National Boilers are Bonded to de- 
liver their published ratings, and are 
designed to perform efficiently with 
leading types of fuels, such as all 
domestic sizes of anthracite, bitu- 
minous coal, oil, gas and coke. They 
can be converted on the ground to 
meet the individual characteristics 
of the fuel selected. The engineering 
design of the grate surfaces, air 
spaces, sizes and shapes of combus- 
tion chambers, design of fire travels, 
waterways, and the systems of air 
intake and damper control combine 
to set up a balanced condition re- 
sulting in economical combustion and 
satisfactory heating performance. 


NATIONAL 


For all Purses 


The National Protective Payment 
Plan permits the installation of a 
National Made-to-Measure Heating 
System on a low down payment, 
the balance being retired in easy 
monthly installments. A fire, disa- 
bility, and death insurance clause 
protects the purchaser during the 
period of payment. 


One Source of Supply 
—One Responsibility 


All heating needs can now be filled 
froma single source of supply, backed 
by a responsibility that does not 
quibble or compromise, that posi- 
tively assures satisfaction to the user. 
Fill out the coupon, and receive full 
information. 


Copyright 1929 
N. R. Corp. 


RADIATOR 
CORPORATION 


Executive Offices =: 


55 West 42nd Street, NEW YORK 
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HEATING SYSTEM 
Building Need 


National Jacketed Gas Boiler 
No.1 


Cleanliness, convenience, accurate 
maintenance of any desired degree 
of warmth—are the contributions 
of this strikingly attractive, highly 
efficient boiler. 


National Super-Smokeless 
Boiler 
Specifically designed for the efficient 
and smokeless combustion of all 
grades of fuel. Distinguished for its 
swirling scarlet flame, and balanced 
secondary air supply. 


National Novus Boilers 
These businesslike, dependable, ef- 
fective boilers have for 18 years 

demonstrating their worth in 
all types of applications, all over 
the country. 


National Boilers are 
backed by a bond, 
issued by a great sure- 
ty company, which 
guarantees perform- 
ance, assures satis- 
faction. 


National Radiator Corporation, 
55 West 42d Street, New York, N. Y. 


Please send me full information concern- 
ing National Made-to-Measure Heating 
Systems, and the services behind them. 


City. 
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Making Every Construction 


a Castle of Strength - 


N planning modern construction, the 

progressive architect specifies those 

products that assure unvarying execu- 
tion of architectural design. He specifies 
those products that have inherent strength 
and unusual quality —those that mean 
the least possible friction and the best 
understanding between himself and the 
contractor. In other words, with an eye on 
costs, he gives the contractor the “right 
tools” to work with. And the wide accept- 
ance of Kalman fire-safe building products, 
the qualities and design of which mean 
greater dependability, is true recognition 
of their superiority. Kalman products offer 
the architect a modern means of making 
every construction a castle of strength. 


KALMAN STEEL COMPANY 


Dayton 
Detroit 
Houston 
uffalo Kansas City 
Charlotte Milwaukee 
Chicago Minneapolis 
Columbus Newar! 


New York 
New Haven 


(Export Office—New York) 


For Improved Floor 
and Roof Construction 


Specifying Kalmantruss Steel 
Joists, Kalmantruss Rigid Bridg- 
ing, Kalmanlath, is a positive 
way of improving fire-safe floor 
and roof construction. Kalman- 
truss Steel Joists are made by a 
new and different method — a 
rolling process. As a result, they 
have unusual dependability. 
Kalmantruss Rigid Bridging as- 
sures the rigidity of the con- 
struction and reduces vibration. 
The new and distinctively de- 
signed ceiling and floor lath clips 
are still another advantage of 
theadvanced Kalman method of 
building fire-safefloorsand roofs, 


Niles 
Philadelphia 
Pittsburgh 
St. Paul 
Syracuse 


Youngstown 
Washington, D. C. 
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For the new Rana 
Tower in Minneapo- 
lis—Holabird and 
Root, Architects— 
and C. T. Haglin and 
Sons, General Con- 
tractors— specified 
Toncan iron for all 
the sheet metal work 
which was instal- 
led by Bloomington 
Sheet Metal Works. 


2$ e, cu car. e. 
e e, 
«TUNDAN» 

"eg?" COPPER "a 


CENTRAL ALLOY STEEL CORP. 


Massillon and Canton, Ohio 


WORLD'S LARGEST AND MOST HIGHLY 
SPECIALIZED ALLOY STEEL PRODUCERS 
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the future 
with 

TONCAN 
rust-resist- 
ing iron .. 


OU will find architects 
— contractors and en- 
£ineers of today skillfully 
designing for permanence 
— carefully choosing ma- 
terials that will endure. 


In the vital parts of the 
great buildings they are 
erecting—you will fre- 
quently find Toncan Cop- 
per Mo-lyb-den-um Iron. 


Because Toncan, a scien- 


tific alloy of pure iron, pure copper and molybdenum 
is more highly resistant to rust and corrosion—is far 
more enduring than any other ferrous metal known. 


And the building industry has found hundreds of uses 
for it. For cornices, drains, pipe, window frames, venti- 
lating systems, metal lath, roofing, etc. For all those 
concealed parts that must be enduring if maintenance 


and repair costs are to be kept down. 


If you haven’t already a copy of our booklet explain- 
ing Toncan, write us. We will gladly send you one. 
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The Sunny South 
Welcomes Par-Lock 


Ji splendid new Rhodes Haverty Building in Atlanta 
with its commanding height and classic facade, is evi- 
dence of the welcome that southern construction is extend- 
ing to Par-Lock—introduced and applied by The Par-Lock 
Southern Appliers, Inc., with sub-offices in nine cities. 


Par-Lock is a protective plaster key, offered only through 
expert, interested Par-Lock Appliers. It consists of gun. 
applied coatings of prepared asphalt into which is em- 
bedded a heavy grit, also pneumatically applied. Used over 
concrete or masonry, Par-Lock safeguards the plaster against 
moisture, stain and cleavage and is specified for ex- 
acting wall and ceiling installations by leading architects. 


Headquarters of Par-Lock Southern Appliers, Inc., are in the 
Bona Allen Bldg., Atlanta, with the following branches— 

Birmingham, Ala., 513 North 21st St. 

Mobile, Ala., 9 North Water St. 

New Orleans, La., 319 Dryades St. 

Jackson, Miss., 851 Bailey Ave. 

Nashville, Tenn., 111 First Ave., South 

Chattanooga, Tenn., 115 West 7th St. 

Charlotte, N. C., 16 South Poplar St. 

Jacksonville, Fla., 7 Durkee Bldg. 


Tampa, Fla., 39th St. at A. C. L. Railroad RHODES HAVERTY BLDG., 
ATLANTA 
Communications addressed to Par-Lock Appliers at these {Under Construction} 
addresses, or any of those listed below, will bring expert 
counsel, specification forms and competent, interested seh ata Sp 
applying service. SOUTHERN FERRO-CONCRETE CO., 
Contractors 


Par-Lock iiber on interior of all exterior 
walls according to Specification Form B by 
Ld The Par-Lock Southern Appliers, Inc. 


PLASTER KEY 


THE VORTEX MANUFACTURING CO. . 1994 West 77th St., Cleveland, O. 


‘ea 
PAR-LOCK APPLIERS 
ALBANY, CHICAGO, KANSAS CITY, MO. PHILADELPHIA, TORONTO, 
425 Orange Street 111 West Monroe Street 2035 East 19th Street 1700 Walnut Street 2258a Bloor Street, West 
ATLANTA, Ba. Cu EM D erga, MONNEAROUS. | PEISBURGH TRON nackt 
BENE esee SOIUMBUS. sana NEWARKNJ: SCRANTON, PENNA. US City Bank Building 


WILKES-BARRE, PA. 
904 Second Nat’! Bank 


BUFFALO, DETROIT, NEW YORK CITY, ST. LOUIS 
958 Ellicott Square Bldg. 2457 First National Bldg. 50 Church Street 1514 Chemical Building Building 
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The Comfort of a Well- 
Insulated Home is Within 
the Reach of EveryIncome 


VERY home builder can afford to have 
his house insulated with INSULITE, 

and more and more owners are becoming 
convinced that they cannot afford to be 
without this money-saving protection, 

The original low costis soon paid back 
in reduced fuel bills—to say nothing of 
the complete comfort, summer and win- 
ter, that the occupants enjoy. 

INSULITE has the basic insulating 
qualities of wood—man’s shelter through 
the centuries. These natural advantages 
are vastly increased by a fabricating pro- 
cess which intensifies the heat-resisting 
powers and gives added strength. 

INSULITE Building Board gives 
wonderful service when used as sheathing 
or wall board. There is also INSULITE 
plaster base—INSULITE for roof insula- 
tion—for lining attics and garages—and 

other uses. 


! Please write for samples amd a copy of the 
INSULITE Specification Portfolio 


THE INSULITE COMPANY 
1210 Builders Exchange Dept. 9 
MINNEAPOLIS, MINN. 

{A Backus-Brooks Industry} 


WHEN YOU BUILD OR REMODEL 
INSULATE YOUR HOUSE WITH INSULITE 


N 
N 
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MINWAX PRODUCTS - 
EEE EE ee EE Eee 


Branch: 230 East Ohio St. 


ATLANTA, GA. 
BALTIMORE, MD. 
BOSTON, MASS. 
BUFFALO, N. Y. 
CHARLOTTE, N. C. 
CINCINNATI, OHIO 


The man does not live who can judge a chemi- 
cal liquid by its looks. Nor can he depend 
upon what it says on the can. Liquid com- 
pounds have a strange and mysterious way of 
varying, especially when they are in the ex- 
perimental stage. 


For over twenty years, Minwax products have 
been accepted as the standard for the purpose 
they were made for. Minwax Concrete and 
Terrazzo Floor Finish is no exception. The 
way it is made today is the result of years of 
laboratory study and practical use in thou- 
sands of important jobs all over the country. 
It does not vary one iota from the formula that 
this vast experience had indicated to be the 
most practical and effective. 


Minwax Concrete and Terrazzo Floor Finish— 
is a clear, penetrating amber colored liquid, a 


MINWAX CO.. INC. 


Engineers and Manufacturers of 
Waterproofing and Protective Products 


11 West 42nd Street 
New York City 


Factory: Delawanna 


Chicago, I. New Jersey 


Representatives 
Refer to telephone directory listing in the following cities: 
CLEVELAND, OHIO TAMPA, FLA. 
COLUMBUS, OHIO MINNEAPOLIS, MINN. 
DETROIT, MICH. PHILADELPHIA, PA. 
JACKSONVILLE, FLA. PITTSBURGH, PA. 
LOS ANGELES, CAL. PORTLAND, ORE. 
MIAMI, FLA. RICHMOND, VA. 

SAN FRANCISCO, CAL. ST. LOUIS, MO. 
Canadian Representative 

The Raines Co. of Canada, 1008 Anderson Street, Montreal, Que, 
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Just Because a Can Says . . . 


WATERPROOFING 


... Does Not Prove that 


its Contents Will Keep Out Water 


combination of mineral waxes, oils and gums. 
It cures or dries after application to a tough, 
rubber dry mineral gum which will polish un- 
der traffic or friction, possesses a great bind- 
ing power and, being predominately mineral 
in character, is highly resistant to all usual 
concentrations of acids and alkalies. When 
mopped on the surface, the material pene- 
trates quickly, going into the floor sometimes 
as much as half inch in spots where the floor 
is unusually porous; then it cures and hard- 
ens, binding, filling and toughening the whole 
wearing surface, densifying and sealing it so 
that it is waterproof and therefore stainproof 
and sanitary as well as dust-proof and wear 
resistant. 


Complete literature for the asking. Return at- 
tached coupon. See our catalogue in Sweet's. 


Products 


Membrane Waterproofing 
Foundation Dampproofing 


Minwax Company, Inc. 
11 West 42nd St., N. Y. C. 


Please send me literature on 


Name 


Concrete Floor Paint 
Wood Finishes and Waxes 


oll —A—M— 
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The biggest consideration 


Here's one answer 


“Built to Fit the Job” 
Our Gravity Roller Conveyor can be furnished 
with Through Shaft ball bearings for shaft, 
sizes ranging from Å” to 114” and with bear- 
ing construction in proper proportion. 


Where conditions only require a bearing with 
shaft size of $$" we are not compelled to use 
a 15" and where a &” shaft is required we have 
it to use and do not have to skimp through 
with a 34". 


of them all 


Performance depends upon construction. 
It is easy to see why, therefore, that Standard 
Conveying Systems are constantly rendering 
the kind of service that is paying in produc- 
tion. Examine a Standard Conveyor, any 
type, part after part, and you will see the ex- 
cellent engineering responsible for the con- 
struction. This information may help you 
in planning for your clients. It will be sent 


you gladly, on request, without obligation. 


NORTH SAINT PAUL, MINNESOTA 


2125 Lyndhurst Ave, 

Huntington Ave. 

Ellicott, Square 

West Washington St. 

07 Chamber of Commerce Bids. 
Cleveland Office; 5005 Euclid Ave. 

Dallas Office, 0313 Oram St, 


Detroit Office, 420 U. S. Mortgngo Bldg. 
Kan; ~ Mfrs, Exchange Bldg. 
San Pedro St. 

1 Magazine St. 
York City Om 0 Lexington Ave. 


N 
San Francisco Office, 4401 San Bruno Ave. 
Seattle Office, 321 Lumber Exchange Bldg. 


At the gateway to wonders of the 
Golden West is the new Paxton Hotel 
—splendid example of the strength, 
simplicity and beauty of present day 
architecture. 


Significant is the fact that the floors 
in this modern structure are of con- 
crete rib design—and that the Meyer 
Steelform method of construction was 
employed. Meyer Steelforms insure 
that high-speed operation and econ- 
omy of construction which are so all- 
important in today’s building program. 


Meyer Steelforms are installed and 
removed byan organization especially 
trained to render the greatest possible 


ARCHITECTURAL 


ENGINEERING 


cooperation to both architect and con- 
tractor.A nominal rental charge based 
on continued re-use of the sturdy steel 
forms covers installation and removal. 


Warehouses located at strategic cen- 
ters make immediate shipments to the 
job. You are invited to ask a repre- 
sentative to call and show you how 
Meyer Steelforms will help you to 
realize a construction that does full 
justice to your plans. 


CONCRETE ENGINEERING COMPANY 
General Offices: OMAHA, NEBRASKA 
Sales Offices and Warehouses 
Chicago, Detroit, Milwaukee, Minneapolis, Des Moines 
Kansas City, St. Louis, Dallas, Houston, San Antonio 
Oklahoma City, Los Angeles, Pittsburgh, San Francisco 


MEYER 


Steelforms 


THE 


STANDARD 
THE ORIGINAL REMOVABLE STEEL FORMS FOR CONCRETE RIB FLOOR CONSTRUCTION 


AND BUSINESS 


Part Two 


The New Paxton Hotel 
Omaha, Neb. 


Architect: 
John G. McArthur 
Omaha 


Contractor: 
Selden-Breck 
Construction Co. 
Omaha and 
St. Louis 


Note the clean-cut, good-looking joists 
when Meyer Steelforms are used. 
Meyer Steelforms are installed and 
removed by a trained organization. 
A nominal rental charge based on 
continued re-use of the sturdy steel 
forms covers installation and removal. 


"m 
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NO. 56 of a series of advertisements featuring prominent laundry installations 


or every size hotel, 


large, small and “in-between,” 
there’s an “American” laundry 
that fit $ EVERY TYPE of institution nowadays—hotel, hos- 


pital, club, factory, office and apartment building—has 
its own planned-from-the-start laundry department. 
And a majority of them, as you have probably observed, 
are installed with the assistance of "American" en- 
gineers. 


If you are planning a laundry installation of any type 
or size, our engineers will be glad to tell you about di- 
mensions, powering and pressure, ventilation, weight 
of machinery. They'll show you drawings and actual 
photographs—take you through some of the laundries 
they have helped to plan and equip. "American" ser- 
vice is yours for the asking—yours whenever you want 
it. 

THE AMERICAN LAUNDRY MACHINERY CO. 
Norwood Station, Cincinnati, Ohio 


THE CANADIAN LAUNDRY MACHINERY CO., LTD. 
47-93 Sterling Road, Toronto 3, Ont., Canada 


Agents: British-American Laundry Mahinay Co. Ltd. 
Underhill St., Camden Town, London, . W. 1, England 


Cuartes W. Nicot, Chicago, Architect 


HE engineers of The Ameri- 
! can Laundry Machinery 
Company collaborated with the 
architects who designed this 
complete laundry department 
at the Gary Hotel, Gary, Indiana. 


E have some very complete reference-file material on 

modest units of laundry machinery for smaller in- 
stitutions. Compact equipment, with minimum power 
requirements. Write for it. 
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Temperature 
Control 


“Truly Modern 
AUTOMATIC 


HOME-HEAT 
must be all these things” 


SAFE 
CLEAN 
EFFICIENT 
RELIABLE . 


MODERN 
PROVEN 
SIMPLE 
ODORAES | 
SMOKENES) 
ADAPTAN 
STURDY 


EVEN HEAT 
ECONOMICAL 
DEPENDABLE 


\ntanscre 3 


Says 


TleBlectric 
Furnace. Man 


RESP above list carefully. Compare 

it word for word with the results 
home owners are obtaining from their 
present heating plants. 


If they want MODERN heating com- 
fort and convenience, do not consider 
any heating system that does not give 
them ALL these advantages. 


First, consider the fuel. Make sure that 
it is safe. ANTHRACITE—which mod- 
ern science has made AUTOMATIC— 
is the one SAFE fuel, giving UNIFORM 
HEAT without any trouble—without 
danger—and it is surprisingly eco- 
nomical. 
The ELECTRIC FURNACE-MAN is not only a mar- 
velous mechanical device which supplies the fuel 
and removes the ash, but it brings out the full heat 
value of ANTHRACITE— makes it burn with high- 
est efficiency. cdi waste—CLEAN—no smoke—no 
smudge—no 
It uses the eee or Rice sizes—and only as 
required to maintain UNIFORM HEAT. 
No grates to shake—no drafts to g 
regulate. Easily installed in a few 
hours in any heating plant— 
warm air, steam, vapor or hot 
water. 
Ideal for Hot Water Supply. 
Authorized distributors in 
principal cities - 
Patented Product of 


DOMESTIC STOKER COMPANY 
Gillespie Building, Seven Dey Street, New York 


MN 
y. 


ZN 
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for Water Heaters 
and Storage Tanks 


Precision regulation pays. If the temper- 
ature is to be controlled at all, then the 
closer the better. The American Precision 
Temperature Controller maintains a uni- 


form temperature all the time. There is 
never any variation. It will regulate to 
within 1° F., plus or minus. Compare 
its accuracy. 

The heart of a That's what 
temperature gives it long 


controller is life. Compare 


tho hollows. its durability. 
Thebellowsin Testoneyour 
the American self—without 
Precision obligation. 
Controller You will not 
will expand be expected to 


keep it unless 
you’re com- 
pletely satis- 
fied. 


and contract 
60 million 
times before 
rupturing. 


Send for Folder R-8. 


AMERICAN 


INSTRUMENTS 


Since 1851 


CONSOLIDATED ASHCROFT HANCOCK CO. INC. 


Maxwell and Moore/anc. 


et New York City 
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A tricky 
heating job 
you'd say? 


ERTE RAILROAD CO., Pree 21, Nort River. New York Crrv Photos Brown Bros. for A. C. 


Erie Railroad Co. Engineering Dept., Engineers Henry R. Kent & Co., Heating Contractors Buffalo Forge Co., Unit Heaters 


135,000 sq. ft. of Perishable Produce 


on one undivided River Pier,—open doors at the street end, trucks whizzing in and out, 
blizzards howling up the open River! New York's mammoth daily fruit and vegetable 
supply to be protected,—quickly, uniformly, controllably, unfailingly! A tricky job, 
indeed,—for old-fashioned methods. But Unit Heaters with Aerorin (The Standard- 
ized Light-Weight Fan System Heat-Surface which fathered the modern Unit Heater) 
did it as slick as a whistle,—because /£&OFIN, as is, or as the heart of a Unit Heater, 
is light, compact, non-corrosive and in one of its three types* and 94 standardized 
encased unit sizes, instantly adaptable to any requirement. 

* GERBEIN, Tube-Plate Construction, for pressures up to 50 lbs. gauge. 

* Ae ROFIN, continuous seamless tubes, multiple-coil construction, for pressures from 2% to 150 lbs. gauge. 

* AEBGFIN, continuous seamless tubes, for pressures from 25 to 350 Ibs. gauge (Temp. 500° F.) 

All Units in standardized steel Casings, ready for Pipe and Duct connections. 


Write for Bulletin F-59, gratis 


Manufactured by 


Aerorin CORPORATION 


Burnham Building 850 Frelinghuysen Avenue, NEWARK, N. J. Oliver Building 
CHICAGO 39 Cortlandt Street, NEW YORK PITTSBURGH 
Land Title Building United Artists Building Paul Brown Building 

PHILADELPHIA DETROIT ST. LOUIS 


Aerorin is sold only by Manufacturers of nationally advertised Fan Heating Apparatus 
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: COVERT - 


Leading Architects have adopted the 
simple, yet efficient, Covert method 


Our new catalogue, "Covert 
Fireplace Constructio 
complete in construction 
details and written espe- 
cially for the Architect. 
We shall be glad to send 
you a copy. 


Smoke Chamber, the mason is pro- 
vided with scientifically designed, 
substantial parts that enable even an 
inexperienced man to build a perfect 
fireplace. 


These advantages, in addition to the 
right price and prompt deliveries, 
always appeal to the Architect. 


seats id beue patie = a E.37th ist Y. 


e 
of Fireplace Construction. 
By using the Covert Damper and s 


COLONIAL INTERIORS 


Photographs and Measured Drawings of the Colonial and Early Federal Periods 
By LEIGH FRENCH, Jr., A. I. A. 


NTERIOR woodwork dur- 

ing the Colonial and early 
Federal periods was exactly 
what is demanded for ''Colo- 
nial" interiors today. The 
character of workmanship in 
the colonies insured crafts- 
manship of excellent quality, 
and this, together with design 
carefully studied from the 
simpler contemporary Eng- 
lish work, resulted in wood- 
work which it would be diffi- 
cult to improve upon. For this 
reason close study is being 
made of such old American 
interiors as still exist, and 
measured drawings make pos- 
sible the reproduction today 
of much of the finest wood- 
work of the seventeenth or 
eighteenth century. These 


N this valuable work on 

the early American periods 
there are given illustrations 
from new photographs of in- 
teriors of the time, many of 
which are little known. These 
illustrations are of rooms of 
different kinds and of widely 
different types.—the early. 
somewhat severe type as well 
as that which was later and 
more refined and luxurious. 
Valuable illustrations are sup- 
plemented in many instances 
by invaluable working draw- 
ings,—details of wall panel- 
ing, mantels, over-mantels 
and fireplace surrounds; door 
and window trim; china 
closets; newels, balusters 
and other details of stair- 
ways, and designs for the 


forms, while they involve not a little subtlety in the details  stenciling of floors, together with notes on the colors 
of design, demand merely the use of simple mechanical originally used. It is a volume which in its practical use- 
processes which are not beyond the skill of any reasonably fulness will be of great value to architects whose work 
proficient woodworker, sometimes of an ordinary carpenter. involves much use of early American interior design. 
125 plates, 10 x 15 inches. Price $15 
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HELPING TO 


"Home, the spot of earth) Se a 
supremely blest, 


A dearer, sweeter spor]] 
thon all the rest” 


Bring 
America 


Back 
Home 


The CASTLE of Sei VEN 
CONTENTMENT in the PRINCIPALITY of LOVE! 


The sweet visions of this happy Wedding Doy hold the dearest dream of all...the 
age-old dream of youth ond lovel.. The Dreom of Homel...trysting place of hearts 
and hopes united...that Castle of Contentment which a man protects.,.that Princi- 
polity of Love in which a woman rules... but even married couples must be practical 

winter months follow the Wedding Morch...home must be made secure against 
the rigors of storm ond cold...cheeks "that glowed with health in June must not lan- 
guish for warmth in Janvary...suffering must not dim those eyes that now sparkle 
with love...give your home, however simple or however fine, the blessings of rodi- 
tor heating...Marriage is the promise of Perpetuo! Happiness...American Radiator 


You com coon the ome of yoor dream HOting Is the supreme Wedding Gift of Perpetual Summer! 


Corm your local Building and Loan 
Asociation, let hem show you how. 


There is no obligation whoever, 
n me below. and send i 10 the Soveniant plon by which you may have your home 


jor Company, 40 Wast 4th Sweet heated ara uniform tom 
New Yor, N. Y, we will send you parnculors of ovr icon Rodiolor Hear 


My rame — My address is. 


My Wedding Day ig 


icici in four colors, beautifully executed, this 
advertisement will appear during the month of June in the Satur- 
day Evening Post, Ladies Home Journal and other leading national 
publications reaching 30,000,000 people. 

Part of our national advertising program to promote home 
ownership and the building of better homes. 


AmericAN Rapiator COMPANY 


40 WEST 40TH STREET, NEW YORK 
AND ALL PRINCIPAL CITIES 
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LOW-COST 
AUTOMATIC 


HOT 
WATER 
SUPPLY 


for New York’s Largest Apartment House 


will soon be ready for occupancy. On 
Park Avenue from 93rd to 94th Streets, 
it will contain more than 1,300 rooms. Its 
architects are Schwartz & Gross. Its builders 
and owners are the Bricken Construction Com- 


pany. 


N YORK'S largest apartment house 


The entire hot water supply for its 400 bath- 
rooms will be furnished by two Taco Water 
Heaters, hooked up to the building’s 4 regular 
steam heating boilers. 


This fine apartment house is thus assured an 
unfailing hot water supply, automatically heated 
by the same fire that heats the rooms. Through 
the summer months one boiler does the hot water 
job. 


More and more modern homes and buildings 
are being equipped with Taco Water Heaters. 
Taco provides the most effective and economical 


method for heating the hot water supply. It 
does away with the need of extra fires. Many 
heating engineers have endorsed Taco, and 
recommended this low-cost, never-failing system 
m all jobs. The makers of Taco guarantee re- 
sults. 


Taco Water Heaters are especially well 
adapted to oil burner hookups for year-round au- 
tomatic hot water. 


If you haven’t already received the facts about 
Taco, you will probably like to have them. If 
you will drop us a line, we shall be glad to 
furnish them without obligation. Address Taco 
Heaters, Inc., Dept. D-3, 342 Madison Avenue, 
New York City. 


TACO 
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FUEL-LESS WATER HEATERS 


AUTOMATIC 
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Two Books 


on 


Automatic Oil Burners 


FOR THE ARCHITECT 


Our “Manual of Information for Architects 


on Automatic Oil Burners” is being cordially 


A Manual of 
Information 


for 


AUTOMATIC On. BURNERS 


MAY OTL m m 
URNER. CORPORATI 
man MARYLAND Ad 


Meise de Qin Mr dee 6 hy 


MAY OIL BURNER CORPORATION 
3500 E. BIDDLE ST., BALTIMORE, MD. 


Please send me items checked below: 
O Manual for Architects 
O Book for Home-Owner 


Individual 


c/o Firm. 


Street... — 


City. 


received by the profession. If your 
office has not received a copy, or if 
you want a duplicate copy, one will 
be mailed upon request. This manual 
is useful to architects because: (a) It 
is a text book on oil burners, (b) It 
is a time-saver for the designer and 
specification writer, (c) It is an ex- 
cellent guide for the superintendent 
from your office, (d) It contains the 
complete Regulations of the National 
Board of Fire Underwriters covering 


oil burners. 


FOR THE 
HOME-OWNER 


Realizing that our Architects’ Manual 
would not be clear to the average 
home-owner, and that the burden of 
explaining what it’s all about must 
fall upon the architect, we have pre- 
pared a picture book on the Quiet May 
Automatic Oil Burner, A CLOSE-UP 
of WHAT IT IS and HOW IT WORKS. 


We shall be glad to send you 
either or both of these books. 


MAY OIL BURNER CORPORATION 
3500 E. BIDDLE ST., BALTIMORE, MD. 
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Cabinet Heaters 


wo Cabinet Heaters, in addition to improving room 
appearance, provide vastly better heating. 


Temperature control, a most essential factor in correct heating, 
is easily and quickly secured through operation of the cabinet 
damper control... The Modine damper may be opened the 
merest crack or to full capacity regulating the amount of warmed 
air for the mildest or coldest day. 


Modine Cabinet Heaters are made in a wide range of capacities 
and in numerous sizes to conform to varying sill heights. Made 
in two types—the Floor Cabinet, above, and the Wall Cabinet, 
particularly desirable where space is an important consideration. 


Write for new 4 color Catalog on Modine Cabinet Heaters. 


Manufacturers of 
MODINE UNIT HEATERS 


Originators of | TE 
COPPER RADIATION mar InN || 
NS NATION 

BOON 1922 / 31 


MODINE MANUFACTURING COMPANY «> 1718 Racine Sr, RACINE, WIS. 
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Your Decision on Heating and Ventilation 
Is Important . . . Investigate Carefully 


Investigate near-by installations of Peer Vent Units—in schools and other build- 
ings. Find out how well Peer Vent Units are liked—how noiselessly and efficient- 
ly they operate under varying conditions . . . Consider, too, the proven dura- 
bility of PeerVent Units. Units built by this Company eighteen years ago 
are still in service and giving perfect satisfaction. The latest Peer Vent 
machines are therefore the result of long experience—backed by the 
pioneer manufacturers of heating and ventilating units . . . Write 
for Catalogue to the Peerless Unit Ventilation Co., Inc., 718-34 
Crescent Ave., Bridgeport, Conn. Please mention whether 


you would like to see our local sales representative. 


pEERVENT 


HEATING AND VENTILATING UNITS 


Fe final yardstick for measuring oil heat is 
the type of service the burner gives your 
client. If the burner you advise gives dependable, 
day-in-and-day-out service at low cost of opera- 
tion . . . if the owner can forget everything but 
its steady, healthful warmth it is 
a success. Your judgment will 
never be questioned. 

Letthe experience of morethan 
80,000 owners of Williams Oil- 
O-Matic be considered. Williams 
pioneered the oil burner... now 
more homes are heated by Oil- 
O-Matic than any other make 
of burner. Williams Oil-O-Matic 


is 10 years and more than 


WILLIAMS 


OnronariC 


Listed a» Standard by Underwriters’ Laboratories 


master of domestic 
heating problems 


Bloomington, Illinois 


Oil Heat—no obligation. 
Name... 
Address... 
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Is the Williams Architects Manual on file in your office? 
Jf not mail this coupon Now. xm 


Williams Oil-O-Matic Heating Corporation 


Please send me the Williams Architects Manual on 


Part Two 


OW 


an architect 
may judge 
an OIL BURNER 


80,000 owners beyond experiment . . . Oil- 
O-Matic must be good to make good in this 
conclusive manner. That’s your best guide in 
specifying an oil burner. 

Entirely automatic . . . thermostatically con- 
trolled . . . built husky . . . thrifty 
of its economy fuel . . . unusually 
quiet. .. dependable. That's Oil-O- 
Matic—that'swhy you neednever 
hesitate in recommending it. 


Hit of the Air^—Williams 
Sync-O-Matics 


Two Nights Each Week. Tune in Tuesday on 
Station WJZ and associated NBC stations at 10 
o'clock Eastern Standard Time. Tune in Friday 
on WGN, Chicago, 8:30 Central Standard Time. 


WILLIAMS OIL-0-MATIC HEATING CORP. 
Bloomington, Illinois 


DI WILLIAMS IC 
HEATING 


Listed as Standard by Underwriters" Laboratories 


genuine Williams warmth 
for small homes 


A. F.—5-9 


Can SEES 
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One more way the owner can save replacement 


expense by consulting the 


Here’s a house—a gem of a small 
home design. 


Down below is a heater—installed in 
less than three and one-half hours. 


In between the two pictures is a story. 


Mr. Anton Wagner built the house 
in the beautiful college town of 
Swarthmore, Pa. He installed hot 
water heat. Last autumn expert steam 
fitters replaced the original heater 
with the Spencer L-107W Heater 
illustrated below. 


Nearly half the sales of Spencer 
Heaters are made to home owners 
who replace heating equipment after 
their homes are built. These prop- 
erty owners have to learn by experi- 
ence that a Spencer will pay its way 
—and pay its way so fast and easily 
that it will soon return to them in 
fuel cost saving the entire cost of the 
new heater. 


The architect knows the Spencer 
Heater as a quality made, precision 
built heating plant. Its sections meet 
metal to metal in a tight 
joint that eliminates the pos- 
sibility of corrosion building 
up between sections. It is an 
efficient heater, with grate 
areas, combustion depth, and 
fire and water travel so bal- 
anced that they get from any 
fuel as much efficiency as 
any other heater. 

In addition to all this, the 
Spencer is a magazine feed 
heater that requires atten- 
tion only once or twice a 


architect 


day. It is made with the sloping 
Gable-Grate that lets fire burn up- 
hill. The fire that burns up-hill will 
burn No. 1 Buckwheat anthracite, 
pea, and buckwheat coke, the small 
sizes of graded bituminous coals— 
all the small size fuels that cost so 
little. 

With all of its high quality, its pre- 
cision construction, a Spencer costs 
but little more than ordinary heaters. 
With its fuel cost saving—as much 
as half the ordinary bill for heat— 
it quickly pays its entire cost. 


Architects know that Spencer Heat- 
ers, whether in bungalows or sky- 
scrapers, give property owners the 
lowest cost heater they can buy. 
Write for illustrations and descrip- 
tions of the newest L-type and J-type 
Spencer Heaters, and they will be 
sent to you with actual capacities of 
all Spencer cast iron sectional and 
steel tubular heaters guaranteed in 
square feet of cast iron column radi- 
ation. Spencer Heater Company, 
Williamsport, Pa. 


EX cVENCED 


HEATERS 


B. F. STURTEVANT CO. 


Plants and Offices at: Berkeley, Cal., 


Camden, N. J., Framingham, Mass., 
Galt, Ontario. Hyde Park, Mass., 
Sturtevant, Wis. Canadian Representa- 
tive: Kipp Kelly, Ltd., Winnipeg. also 
Branches in "Principal Cities and Agents 
in Foreign Countries. 
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W ^ Chicago Y shows how 


Architects; Perkins- 
Chaten and Hammon, 
Chicago 

Engineer: James B. Lund, 
Chicago 

Heating Contractors: 
Kohlbry - Howlette 
Company, Chicago 


Unit Ventilators 
should be used 


of the slickest unit ventilator 
jobs I have ever seen.” 


AN one engineer said, “It is one 


There are 27 Sturtevant Unit Heater- 
Ventilators in various parts of the 
building. In most cases they are 
“built in" and present a particularly 
good appearance. They are used for 
rapidly heating up rooms that are 
not continually in use. . . for bring- 
ing in outdoor air, filtering it clean 
and delivering it comfortably 
warmed (in winter) to the ever- 
popular “pool”. . . and for keeping 
“gym” and basket ball court at 
exactly the desired cemperature with- 
out taking up an inch of space or 
making any obstruction. 


Sturtevant Unit Heater-Ventilators 
offer to Architects, Engineers and 
Contractors a flexible system of heat- 
ing and ventilation easily adopted 
to almost every situation. They are 
compact, handsome in appearance 
and SILENT! They can be used in 
old as well as new buildings — no 
expensive duct work necessary. 


It would be a pleasure to send you 
a new Data-Catalog showing many 
actual installations in schools, pub- 
lic buildings, clubs, churches, offices, 
showrooms, shops and residences. It 
is a helpful book . . . our nearest 
branch office will mail you 

a copy on request— no s» 


obligation whatsoever! 


Sturfevani 


The Silent Unit Heater -Ventilator 
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Even a piping hot radiator can’t properly heat a 
room unless the warmed air is circulated. With a 
McQuay (See diagram at left) the warmed, air is 
driven into the farthest corners—keeping every spot 
in the room at practically the same temperature. 


A Complete Radiator — 


not just a cover 


Notice that the McQuay Radiator 
takes air from near the floor, heats it, 
and then sends it out into the room, 
in a horizontal direction, with 
sufficient initial velocity to keep a 
constant flow of heated air moving 
into every corner. 


A humidifying pan provides the 
moisture needed for healthy, com- 
fortable heat. 


Due to the complete circulation, and 
the greater heating effectiveness of 
moist air, comfortable warmth is 
maintained with lower radiator temper- 
atures. 


wis QUAy 
RADIATOR 


Clean: It sends the heat 
out—not up. Soitcan’t 
“smudge” the drapes, cur- 
tains and walls. 


Attractive: The graceful, 
unobtrusive cabinet of 
heavy furniture steel can 
be painted or enamelled 
any color desired in har- 
mony with the decorative 
treatment of the room. Or, 


it may be finished to match 
the woodwork. Its beauty 
has an appeal that actually 
helps rent and sell apart- 
ments and homes. 


Indestructible: The cop- 
per heating unit (entirely 
enclosed by the cabinet) is 
immune from rust and cor- 
rosion, will not “‘clog,” and 
is as near everlasting as a 
radiator can be made. 


Prices and Specifications from any Heating Contractor 


MSQUAY RADIATOR CORPORATION General Sales Office: Pure Oil Building, Chicago 


Boston: 10 High Street 


Cleveland: 291 E. 149th Street 
Newark, N. J.: J. F. McLaughlin Co., 738 Broad Street 


New York: 2148 Graybar Building 
Pittsburgh: Bushnell Machinery Co., Century Building 
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“These Oil Burners paid 
for themselves” ~ ~ 


Vick's Chemical Company 
gets “perfect satisfaction” 
with Johnson automatic 
oil burning equipment, 


A high standard of effi- 
ciency has been set at the Phil- 
adelphia plant of the Vick 
Chemical Company, where ex- 
acting temperature control is 
essential in the manufacture of 
Vick'sVapoRub. The superin- 
tendent of this factory writes: 
"We have used the equipment 
for about two years with perfect 
satisfaction, during which time the 
saving in fuel and labor alone has 
been more than enough to pay for 
our two installations, aside from 
eliminating all the dust and also 
the storage space for coal." 
There is no longer any necessity 
for boiler room extravagance. Heat 
supplied by Johnson Oil Burners is 
efficient because there is no waste 
in banking fires; no unburned fuel 
to fall into the ash box. Fuel is 
burned only when heat is needed. 
Labor costs are reduced because one 
man can easily take care of an en- 


Awarded Gold Medal, Sesqui-Centennial Ex- 
position, Philadelphia, 1926, for ” Excellence of 
workmansbip and completeness of design" 


tire battery of boilers. Ash removal 
expense is entirely eliminated. 


For Every Heating 
and Power Purpose 


In homes, large buildings, fac- 
tories and industrial plants Johnson 
oil burning equipment is receiving 
enthusiastic endorsement from 
Johnson Rotary 
Burners, with either manual, semi- 


coast to coast. 


automatic or full automatic control, 
are made in three styles and six 
sizes— giving a range of from 250 
to 27,800 square feet of steam radi- 
ation or the equivalent. We also 


Se x. 


HL. W mm 
Bü rr 


Listed as B U the RNI ERS 


JOHNSON CO. 


Main Office and Factory, 940-950 Arlington Street, Oakland, California 


manufacture natural draft, whirl- 
wind, low pressure air and steam 
atomizing oil burners; also electric 
and steam driven oil pumping and 
preheating equipment. 

And each product, fully guaran- 
teed, is the result of more than 23 
years experience in the exclusive 
manufacture of oil burning equip. 
ment. OurEngineering Department 
will be glad to help you in the 
solution of your heating or power 
problems. 


Separately Bound Copies of our 
Catalogue im Sweet's for drafting 
room use will be mailed on request. 


SON 


Factory Branches 
SAN FRANCISCO, SACRAMENTO, STOCKTON, PHILADELPHIA 
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The world’s largest apartment building. The 
Beresford, in New York City, will be heated by 


LE eee 
Dunham Differential Vacuum Heat ingSystem 


E world’s largest and most beautiful 
apartment building, The Beresford, at 
81st and 82nd Streets and Central Park 
West in New York City, will be occupied by 
tenants of international repute in the fields 
of banking, industry and commerce. No 
expense has been spared to provide a 
structure not only of commanding external 
beauty and dignity, but of incomparable 
luxury, comfort and convenience within. 
The Beresford Apartments are twenty 
stories in height, with the addition of a 
pent house and three towers which will be 
used as observatories and from which an 
extensive view of the city may be obtained. 
The architecture is modern Barocke, in 
stone, brick and terra cotta, and the de- 
sign provides garden terraces in the set- 
back upper stories. 

Suites of from 4 to 18 rooms will be 
available in The Beresford, room sizes be- 
ing from 22x38 feet for living rooms, 
20 x 24 feet for dining rooms, 17 x 26 feet 
for chambers and with galleries of 12 x 30 
feet. The furnishings throughout will be 
unsurpassed in richness and beauty. 

A Dunham Differential Vacuum Heat- 
ing System is being installed in The Beres- 
ford Apartments, the selection of this 
system indicating the care with which the 
owners and builders (H. R. H. Construe- 
tion Corp.) sought, and found, for their 
building, the most satisfactory form of 
steam heating that modern engineering 
has thus far developed. 


Over eighty sales in the United States, 

Canada and the United Kingdom bring 

Dunham. Heating Service as close to you as 

your telephone. Consult your telephone di- 

rectory for the address of our office in your 

city. An engineer will counsel with you on 
any project. 


Look for the name 


DUNHAM 


"This nameplate identifies a 
genuine Dunham Thermo- 
static Radiator 'Trap. 

U. S. Patent No. 1644114. 
Additional patents in the 
United States, Canada and 
foreign countries now 
pending. 


€. 4A. DUNHAM CO. 


DUNHAM BUILDING 
450 East Ohio Street. Chicago 


Architect: Emery Roth 


Regarding The Beresford 
Apartments? Heating System 


The heating system is upfeed. "The supply risers and 
returns are anchored at the 4th, 11th and 18th floors 
with swing expansion loops concealed in the ceiling 
space below the 8th and 14th floors, 


Low pressure steam will be generated in five boilers. 
The steam is supplied to two heating zones, one zone 
covering the north and west sides and the inner courts 
which are open to the west, and has a total load of 
approximately 57,000 sq. ft. The second zone covers the 
south and east sides, having a total load of approxi- 
mately 28,000 sq. ft. The steam pressure in ench zone 
will be controlled by Sub-atmospheric Control Valves 
(actuated by two thermostats for each zone) working 
thru the Dunbam Alternate Control Panel. The valves 
for each zone ore located in the boiler room. The returns 
for each zone are carried back separately to the Dunham 
Differential Vacuum Pumps which are cross connected 
for emergency service. 

The hot water storage heaters are independent of 
the heating system. They are suspended above the 
boilers and the condensate is returned by gravity to 
the low pressure boilers. 


Engineers: Eadie, Freund & Campbell 


Heating Contractor: Raisler Heating Co. 
E 
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n ZERO weather 


a 12. ounce pressure 


heats this building... 
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3 ounces 
heat this 
home... 


with FINGER-TOUCH CONTROL 


The Hoffman No. 7 Mod- 
ulating Valve may look 
like other similar radiator 
valves. But this valve's 
flexibility, its custom-made 
port, and its ability to 
work perfectly for years, 
are apparent only on mi- 
nute examination. 


This modern time-tested system is gwar- 
anteed to deliver ample heat always 
under control. More flexible than elec- 
tric light, completely automatic yet un- 
encumbered by mechanical devices— 
Hoffman Controlled Heat. 


With any standard boiler and radiators, 
whether fired by coal, oil or gas, it is 
easy to add the equipment that makes it 
a Hoffman Controlled Heat system, 
This equipment places precise controls 
over boiler and radiators at every point 
necessary to assure automatic, amaz- 
ingly safe and flexible operation. This 
system automatically adjusts itself to the 
hour-to-hour need for heat. Only as 
the call for heat increases does the sup- 
Close com- 
parative check-ups on fuel costs prove 
drastic savings in operation. 


ply of steam accumulate. 


This heating system delivers to each 


HOFFMAN 


CONTROLLED H EAT 


room as much or as little heat as is 
required, without effect on the tempera- 
ture of other rooms. Women’s scanty 
attire demands more heat in some 
rooms——men's woolen garb requires less 
in other rooms. 


Hoffman Controlled Heat installations 
are guaranteed in writing by a long- 
Hoff- 
man Specialty Company also offers ex- 
pert engineering counsel. 


established, conscientious maker. 


We have published a fact-full booklet 
describing in charts, 
pictures and words the 
operation of this sys- 
tem. You are cordial- 
ly invited to write for 
a copy. Address Hoff- 
man Specialty Company, 
Inc., Dept EES, 
Waterbury, Connecticut. 
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Residence of Mr. Hamilton C. Rolfe, The Highlands, Seattle, Washington 


When the choice of an oil burner 


rests with — > — — 


What better recommendation can 
you find than Electrol’s long record 
of distinguished performance? 


Architects everywhere report that the home 
builder is no longer asking for advice on the 
subject of heating with oil. Today, his ques- 
tion is," "Which oil burner shall I install?” 


And architects, in ever-increasing number, 
are putting the stamp of their professional 
judgment on Electrol. For Electrol has 
proved itself worthy by outstanding per- 
formance extending over more than a 
decade. 


Electrol's record of dependability has been 
made in homes and buildings of all types 
and sizes. It has been success- 
fully heating some of the coun- 
try's finest residences, built by 
architects of unquestioned repu- 


Electrol owners enjoy the comfort of en- 
tirely automatic heat, electrically operated 
and controlled. They enjoy the convenience 
of this new form of home heating secure in 
the knowledge that their oil burner will 
operate year after year practically without 
attention. 


Quiet . . . All-Electric . . . Entirely Auto- 
matic, Electrol embodies the most ad- 
vanced, proven principles of oil heating. 
It provides a constant temperature, ther- 
mostatically maintained. And it is regu- 
lated and safeguarded in its every operation 
by the exclusive Master Control. 


We havcan A. I. A. folder which thousands 
of architects are keeping in their files. If 
you have not received a copy, 


z we shall be glad to supply you 


“with one. Write us or ask the 
Electrol dealer in your city. 


tation. A distinguished product 


! c 1 The Master | 
serving an exacting clientele. i 
& 


Zu Mur |  ELECTROL INCORPORATED 


/ 179 Dorcas Street, St. Louis, U. S. A. 


O ELECTROL 


Fhe OIL BURNER with Fhe Master Control 


LISTED AS STANDARD BY THE UNDERWRITERS’ LABORATORIES, AND BEARS THEIR LABEL 


MEMBER 
OIL HEATING 
INSTITUTE 


REVIEWS OF MANUFACTURERS’ PUBLICATIONS 


C. A. DUNHAM CO., 450 East Ohio Street, Chicago. “The 
Dunham Handbook No. 414.” A handbook on steamfitting. 


Specification writers and those members of an architect's 
staff who are responsible for the installation of equipment 
have frequent use for a handbook on the details of steam- 
fitting and plumbing. Though containing 270 closely print- 
ed pages, this handbook is of a size to fit the pocket. It 
deals with the extensive assortment of equipment details 
manufactured by this widely known house,—details for 
heating installations, pumps of various sorts, traps suitable 
for many purposes, and data on many more or less related 
subjects. Page 5 of the handbook lists the cities and towns 
in the United States in which there are branch sales offices. 


STEEL JOIST INSTITUTE, Detroit. 


The first steel joists were manufactured from sheet steel 
as early as 1855, and numerous buildings were constructed 
with such joist from that time until 1908, when the quantity 
production of pressed steel joists was started. Up to 1923, 
all joists were of the solid web type, but in that year the 
production of open web joists was started, and the expansion 
of the industry in the following years was rapid. About 
40,000,000 square feet of steel joist floors and roofs are 
now being constructed annually in the United States, and the 
possible field of usefulness is only partially developed. As 
with every new product, the introduction of steel joists met 
with certain resistance due to the unfamiliarity of archi- 
tects, engineers and building officials with the proper meth- 
ods of designing and erection and because of a misunder- 
standing regarding the fire-resistive properties of the ma- 
terial. In the early days of steel construction, proper meth- 
ods of fireproofing were not understood, and there were 
numerous failures of steel members in fires. This led to a 
reaction on the part of building authorities who began to 
require sufficient fireproofing to resist a four-hour fire test. 
Such a requirement is fair enough for a heavy mercantile 
building, well filled with combustible material, but it is 
excessive for most light occupancies. The Bureau of Stand- 
ards has found that it takes 10 pounds of wood, paper or 
similar combustible substances to sustain a fire equal in its 
destructive action to a standard one-hour fire test, 20 pounds 
for a two-hour fire test, and 40 pounds for a four-and-one- 
half hour fire test. In an ordinary apartment having incom- 
bustible walls, partitions and floor construction, if we weigh 
all the combustible, including the wood top floor, doors, 
window frames, trim and furnishings, it will be found that 
the total is less than 10 pounds per square foot of floor area. 
The same is true of most offices, hotels, residences, schools, 
theater auditoriums, halls, hospitals, sanitariums and similar 
buildings. If, therefore, the floor construction of such build- 
ings is capable of withstanding a two-hour fire, it is amply 
safe for all purposes. Steel joists, protected with a good 
ceiling of metal lath and plaster, will withstand such a fire, 
as has been shown by actual tests. In fact the fire resistance 
of steel joisted floors is equal to that of many types of con- 
crete floors, and the damage in an ordinary fire is much less 
than that of many types of concrete floors. As these are 
becoming better understood, the use of steel joists is in- 
creasing because of the numerous advantages which they 
offer to the builder. The lightness of steel joist floors re- 
sults in great economy in steel framing; the open-web joists 
are very convenient for installing piping; the saving in form 
work is a very great item, especially in buildings where the 
forms cannot be re-used. The use of steel joists is par- 
ticularly attractive to builders in small cities where it is 
difficult to obtain skilled carpenters and reinforcing steel 
placers. Naturally, there has been a variety of opinions 
as to the proper methods of designing and erecting steel 
joist floors, and in order to standardize these methods, an 
association of steel joists manufacturers was formed in the 
spring of 1928, known as the Steel Joist Institute. Frank 
Burton, formerly commissioner of the department of build- 
ings in Detroit, and at one time president of the Building 
Officials Conference, was retained as consulting engineer. 
As a result of a thorough study of the problems of steel 
joist construction, a dem specification has been prepared 
covering the vital points of design, erection and use of steel 
joists, which it is hoped will be of value to architects, 
engineers and building officials. Copies of the specification 
may be obtained írom the Steel Joist Institute, Detroit. 


‘Steel Joists.” 


DAHLSTROM METALLIC DOOR COMPANY, Jamestown 
N. Y. “Dahlstrom Steel Partitions.” A type now available. 


Rapid expansion is the order of changing business condi- 
tions of today. Entire floors now replace the small offices 
of yesterday. Partition walls of tile and plaster or wood 
must be recovered and rebuilt on account of new arrange- 
ments, either with the same materials or with those better 
adapted to conditions and more flexible. The rapid changes 
have brought a demand for a finer and more refined division 
of office and inter-office areas. Recently a new steel parti- 
tion has been perfected, and placed on the market. This 
partition is designed to serve the user in the most efficient 
manner, and be changed as necessary throughout the building. 


THE COLUMBIA MILLS, INC., New York. “Window Shades.” 


Beautiful buildings deserve the best of shades. Poor 
shades and lack of proper color selection can detract from 
the appearance of a building with such disastrous effects 
that the choice of proper quality and colors is of the utmost 
importance. Many years’ experience and close coóperation 
with the architectual profession have resulted in the pro- 
duction of specific grades of cloth for particular services. 
In this way are the private home and fine public building 
supplied with weatherproof, cleanable shades that allow 
the sunlight to filter through, toned into warm, soft colors. 
For schools, office buildings, hospitals and in any place 
where the shade will be subjected to continuous hard usage, 
a cloth heavier in weight and opaque is recommended. 
Where complete exclusion of light is essential for dark 
rooms, projection rooms and similar places, a cloth is pro- 
vided, with the exterior colors painted over a solid black 
base, allowing for the exclusion of light without sacrifice of 
color scheme. This brochure contains samples of these 
specific grades of cloth, with illustrations of accessories 
and installations. The company's architectual service depart- 
ment offers its expert assistance in solving shade problems 
and in preparation of specifications for buildings of any type. 


PRATT & LAMBERT, INC. New York, Buffalo, Chicago. 
“Specification Manual; Painting, Varnishing, Enameling.” 


Much of the disappointment and dissatisfaction which so 
frequently result from operations involving use of paint, 
varnish, enamel, and similar materials is due to the wide- 
spread lack of information regarding their use which exists ; 
even architects and their specification writers, who might be 
expected to be well informed, sometimes are not, and their 
lack of knowledge often lays heavy responsibility on the 
painters who are supposed to obey their instructions. All 
this is fully realized by the manufacturers of these ma- 
terials, and to promote the proper use of their wares several 
of the best known manufacturers issue printed directions 
so carefully prepared that it would seem as though no one 
could fail to profit by them. This brochure, for example, 
deals with the proper use of the materials made and mar- 
keted by Pratt & Lambert, Inc. The preface to the Specifica- 
tion Manual says: “In the preparation of this Specification 
Manual on painting, varnishing and enameling, we have 
endeavored to make it practical in the fullest sense of the 
word. It is our hope that the architect will find this book 
concise, definite and as clear as it is possible to make any 
finishing specifications. In its compilation we have combed 
the resources of the industry and have drawn on our own 
experience gained in the manufacture and use of varnishes, 
enamels and kindred products, which covers a period of 
intensive study extending over more than 75 years. The 
facts in this manual, their presentation and arrangement, are 
the result of considerable thought, bearing in mind the con- 
venience and preference of the architect. For example, in 
the forepart of the manual will be found the specifications, 
just where we believe the architect wants them, although we 
might prefer to have the descriptions of the products appear 
first. The specifications and description of products have 
been separated so that the architect is not obliged to read 
through several paragraphs of descriptive text in which he 
may not be interested when his entire thought is being given 
to the specification. We have tried to apply the same prin- 
ciple throughout the book, realizing that the architect wants 
definite information, readily accessible, which he can use." 
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“231.36 miles per hour 
for 7O seconds 


3K sport-loving England won a 
world's speed record at Daytona 
Beach, Florida. Major H. O. D. Se- 
grave proved his stecl nerves. The 
designer, of the glistening, twelve- 
cylinder "Golden Arrow" showed his 
mechanical genius, 
But the sensational speed of 231.36 
miles per hour lasted for less than five 
miles—for scarcely a minute and ten 
seconds. The terrific speed... the 
monstrous, deafening roar . . . the tro- 
mendous strain in spite of the car's 
special construction—these were too 
great for this $170,000 wonder-machine 
to withstand longer without fear of 
accident. 


Below is shown one of the numerous 
sizes and types of the Sirocco Fan 
manufactured by American Blower. 
For a given capacity, the Sirocco Fan 
operates at a lower speed than 
any other fan. 


Wear —noise — mechanical breakdowns — shorter 
life —are the costly accomplices of speed also in 
ventilating equipment. 


The Sirocco Fan is the original multi-blade fan. It 
is the result of 30 years' constant improvement and 
refinement. It is a slow spced fan, which delivers 


more air per revolution than any other fan of the 
same size. 


In addition to quiet operation, the slow speed princi- 
ple of the Sirocco Fan assures long life, dependable 
operation, and freedom from vibration. Complete 
catalog and technical data may be obtained from 
any American Blower Branch office . . . without 
obligation. 

AMERICAN BLOWER CORPORATION, DETROIT, MICHIGAN 


CANADIAN SIROCCO CO. LIMITED, WINDSOR, ONTARIO 
BRANCH OFFICES IN ALL PRINCIPAL CITIES 


(867) 


merican Blower 


= VENTILATING; HEATING, AIR so DRYING, MECHANICAL DRAFT 
FAN — ilk anuracturers or ALL TYPES OF AIR HANDLING EQUIPMENT SINCE 188) 
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REVIEWS AND ANNOUNCEMENTS 


JACOBSON & CO., 239 East 44th Street, New York. “The 
General Catalogue, Volume 2.” Use of decorative plaster. 
One who has long followed the development of modern 

use of the architectural ornament of past ages has frequently 
marveled at the comparatively small extent to which the 
resources of ornamental plaster are drawn upon, There is 
scarcely a country of Europe in which old buildings do not 
show amazingly successful examples of the plaster worker's 
skill—not necessarily as an imitation of something else, 
since in many instances use of a material other than plaster 
would have been obviously impossible if only from a struc- 
tural point of view. Many an old city or town in England, 
for example, will show, still existing after centuries of 
exposure to weather, the most admirable examples of plaster- 
work,—parging,—in gables or even covering entire facades, 
the ornament adapted with rare taste to the character of the 
structure, and the size and shape of the area treated. The in- 
teriors of these same buildings often show equally beautiful 
examples of the craftsman's skill in the form of plaster 
ceilings or ornamental overmantels, not to mention friezes 
and even entire wall areas. In England and indeed in all 
countries of Europe, the most marvelous examples of the 
skill of old plaster workers are still existing, for the guid- 
ance of the plaster workers of today. 

It was just said that comparatively little use has thus 
far been made in America of the marvelous possibilities of 
parging,—but only comparatively, and since a small group 
of architects widely known for their taste and discrimination 
haye pointed the way, use of this beautiful means of decora- 
tion 1s distinctly on the increase. That this is true is 
abundantly proved by the second edition of the general cata- 
log of a firm which specializes in the production of plaster 
ornament. With taste and discrimination this firm has 
searched the world for the best of its kind, and its produc- 
tions leave nothing to be desired in the matter of taste in 
selection or in that of execution. This beautifully produced 
volume of more than 250 plates presents a vast array of 
architectural fittings which the firm is prepared to supply,— 
ceilings, of different periods, particularly the beautiful all- 
over patterns associated with Tudor, Elizabethan or Jacobean 
interiors; centerpieces, rosettes, corners, finials and bosses; 
friezes, garlands, beads and mouldings; pendants, caps for 
pilasters and columns, brackets and corbels, niche shells and 
panels for different purposes; and for use as grilles for 
various uses designs from many sources have been skillfully 
adapted. The architect will be fortunate in having the volume. 


Harry T. Miller, formerly of the firm of Farrell & Miller, 
has opened offices at 5300 Wilshire Boulevard, Los Angeles. 


Charles Harris announces the opening of offices in the 
Standard Life Building, Decatur, Ill. He desires catalogs 
and other publications. 


S. N. Crown and Associates announce the opening of new 
offices in the Willoughby Tower, Madison Street and Michi- 
gan Avenue, Chicago. 


Carlos R. Villanueva announces the opening of an office 
at Cruz Verde a Velasquez, Caracas, Venezuela. He desires 
the catalogs and other publications issued by manufacturers. 


Errata. Due to a lack of complete information, errors 
were made in giving proper credit in the March issue of 
Tue Forum. On page 320, the credit for designing the 
National Presbyterian Church, Washington, should have 
read, “Cram & Ferguson, Architects; George Oakley Totten 
and Edward P. Mellon, Associate Architects.” On page 
368, the credit for designing the First Presbyterian Church, 
Greensboro, N. C., should have read, “Hobart B. Upjohn, 
Architect; Harry Barton, Associate Architect.” On page 
23 of the advertising section, C. Grant La Farge should 
have been credited with the design of the tile floor in the 
Cathedral of St. John the Divine, an illustration of which 
was used in the advertisement for The C. Pardee Works. 


Leonard J. Toole, Builders’ Building, Charlotte, N. C., de- 
sires the samples and publications issued by manufacturers. 


Leo J. Devlin, 821 Market Street, San Francisco, has re- 
tired from active practice and asks that advertisers remove 
his name from their mailing lists. 


The firm of Warner, McCornack & Mitchell on October 
15, 1928, became that of Warner & Mitchell, with offices in 
the Bulkley Building, Cleveland. 


STATEMENT OF THE OWNERSHIP, MANAGEMENT, CIRCU- 
LATION, ETC., REQUIRED BY THE ACT OF CONGRESS 
OF AUGUST 24, 1912, OF THE ARCHITECTURAL FORUM 


Published Monthly at New York, N. Y., for May 1, 1929 
State of New York, 
County of New York, 

Before me, a Notary Public, in and for the State and County afore- 
said, personally appeared Howard Myers, who having been duly 
sworn according to law, deposes and says that he is the business 
manager of THE ARCHITECTURAL Forum and that the following is, to 
the best of his knowledge and belief, a true statement of the owner- 
ship, management, etc., of the aforesaid publication for the date shown 
in the above caption required by the Act of August 24, 1912, embodied 
in Section 443, Postal Laws and Regulations, to wit: j 

1. That the names and addresses of the publisher, editor, managing 
editor, and business manager, are: í 
Boblisher National Trade Journals, Inc., 521 Fifth Avenue, New 

ork, N. Y. 

Editor—Parker Morse Hooper, 521 Fifth Avenue, New York, N. Y. 
Managing Editor—Kenneth K. Stowell, 521 Fifth Avenue, New York, 
ia 


Business Mamager-—Howard Myers, 521 Fifth Avenue, New York, 


2, That the owners are: 

National Trade Journals, Inc. $21 Fifth Avenue, New York, N. Y. 

Charles L. Bowes, Care A. D. Ranstead, 327 North Menard Street, 
icago, Ill. 

Joseph E. Browne, 521 Fifth Avenue, New York, N, Y. 

Goldman Sachs & Co., 30 Pine Street, New York, N. Y. 

F. B. Keech & Co. 52 Broadway, New York, N. Y. 

Miss Rosalie Onorato, Care J. L. Onorato, 836 Union Street, New 

Orleans, La. 

Pearl & Co. 71 Broadway, New York, N, Y. 

H. J. Redfield, 521 Fifth Avenue, New York, N. Y. 

John T. Wilson, 521 Fifth Avenue, New York, N. Y. 

Rupert T. Zicki, Care Bond & Goodwin, Inc, 31 Pine Street, New 
ork, N. Y. 


3. That the known bondholders, mortgagees and other security 
holders owning or holding 1 per cent o: more of total amount of 
bonds, mortgages, or other securities are: None. 


4. That the two paragraphs next above, giving the names of the 
owners, stockholders, and security holders, if any, contain not only 
the list of stockholders and security holders as they appear upon the 
books of the company but also, in cases where the stockholder or 
security holder appears upon the books of the company as trustee 
or in any other fiduciary relation, the name of the person or corpora- 
tion for whom such trustee is acting, is given; also, that the said 
two paragraphs contain statements embracing affiant’s full knowledge 
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any interest direct or indirect in the said stock, bonds, or other 
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HOWARD MYERS, 


Business Manager 
Sworn to and subscribed before me this 8th day of April, 1929. 


(Seal) Dx 5 MADELINE DIETRICH. 
(My commission expires March 30, 1931.) Notary Public 


VAN RENSSELAER P. SAXE, C.E. 


Consulting Engineer 
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Every concrete floor in the new New York 
Life Insurance Bldg., New York City, is 
treated with Laripourri. — Architect: 
Cass Gilbert — Contractor: Starrett Bros. 


The Dodge Bldg., New York City, 
has Lapidolith-protected concrete 
floors. — Architect Sharpe, Brady & 
Peterkin— Contractor: Charles L. Frazer. 


All Concrete Floors in These Buildings 
Made Granite-Hard and Dust-Free by 


[APIDOLITH 


The Original Concrete Floor Hardener 


Every concrete floor in the Paramount Bldg., 
New York City. is granite-hard and dust-free 
because of Laripotrm.— Architect: Rapp 6 

Rapp — Contractor: Thompson, Starrett Co. 


Some other Sonneborn Products 


LIGNOPHOL —The pene- 
trating preservative for wood 
floors. Saturates the wood 
cells and fibres with natural 
oils and gums. Prevents check- 
ing, cracking, warping, splin- 
tering, dry or wet-rot. 

HYDROCIDE COLORLESS 
—The invisible liquid chemi- 


L. SONNEBORN SONS, Inc. >" 


114 Fifth Ave 


cal waterproofing that pene- 
trates stone, brick or concrete, 
caulking the pores perman- 
ently against rain, snow or 
moisture. Will not abrade, 
crack or run. 


KAUKIT—An elastic caulk- 
ing and glazing compound 
that seals cracks and fissures 


nue, New York City 


around window frames, mortar joints, etc. 
Will not sag or run. P 


CEMCOAT —A tough exterior a 
or interior wall coating that 
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Acme Brick Company 

Adamston Flat Glass Vp 

Alberene Stone Company. 

American Brass Company 

America Face Brick Association. 

American Seating Company.. 

American Walnut Manufacture 
ciation 

Arkansas Oak Flooring Cor 

Armstrong Cork Compan; 

Art Metal Construction 

Athey Company. 


Bagués, Inc.. 

Bakelite Corporat n 
Beardslee Chandelier Mfg. Co 
Best Bros. Keene's Cement C 
Blank & gum any, Frederic. 
Bloomingt: imestone Co, 
Bonded fioo Company, Inc, 
Bradley Lumber Company 
Brasco Ede 
Bruce Company, E. 


Cabot, Inc., Samuel. 

Carney Company, The . 

Casement Hardware Co., 

Cassard Romano Company, 

CELLized Oak Flooring, in 

Circle A Products Corporation 

Clinton Metallic Paint Co... 

Columbia Mills, Inc., 7 

Corbin, P. & F. 

Curtis Companies Service Bureau, ‘The 


Dahlstrom Metallic Door Co.. 
Davey ‘Tree Expert Co. In: 
Davis Extruded Sash, Co, 
DeLong Furniture Co., 
Detroit Steel Products Company. 
Dierks Lumber & Coal Ci 


Driwood Corp....... m 40, Second Cover 


Eagle-Picher Lead Company, The. 
Federal Cement Tile Company.. 


Aerofin Kor orion 
American Blower Co: 


American Rolling Mill Company, The.. 
American Shaeffer & Budenberg Corp... 
American Telephone & Telegraph Co... 
Armstrong Cork and Insulation Company 
Automatic Electric, Inc. 


Baldor Electric Co. 

Barber Asphalt Company, The 
Barrett Company, The 

Bates Ex] pan led Steel Truss Co, 
Berger , Company, Th 
Bramhall Deane Co.. 
Brunswick-Balke-Collen: 

Byers Company, A. M. 


Carey Company, The Philip, 
Carnegie Steel Company.. 

Carter Bloxonend Flooring Company. . 
Central NUS. Steel Corp. 
Chromium Corporation of America. 
Clow & Sons, James D... 

Cohoes Rolling Mill Co. 

Concrete Engineering Co, 

Concrete Reinforcing Steel Institute 
Concrete Steel 

Consolidated Ashcroft Hancock Ci 
Covert Company, The H, W.. e 
Cowing Pressure Relieving Joint Co. 
Cutler Mail Chute Co. The 


Dixon Crucible Company, Joseph. 
Douglasa Co Co., 


Duraflex CEA "The 
Duriron Company, The.. 


Electric Storage Battery Company, The 
Electrol, Inc., of Missouri 


Frigidaire Corporation 
Fulton Sylphon Company, ‘The 
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Fiske Iron Works, J. W. 
Frink Corporation, The 


General Electric Company 
Georgia Marble Company, Th 
Guth Company, The Edwin F 


Hamlin, Irving 


Hauserman Co. The E. F. 

Heinz Roofing Tile Co. 

hes Warming & Ventilating 
Hue & Co, Chas. M. 
ophane Co., Inc. 

Had & Sons, Henry. 


Improved Office Partition C 
ndiana Limestone Company. 


fees Mantel & Ornament Co. 
acobsom & Company..... p 


Kawneer Co, The E 

Kensington Mfg. 

Kent-Costikyan 

King Construction 

Kinnear Manufacturing us 

Kittinger Com por 

Klein & Co., Inc., 

Kosmos. Portland (eripe "Company, 
corporated 
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40, Second Chus 


1140, Second ‘Cover 


Lehigh Portland Cement Company... .24, E 


Libbey Owens Sheet Glass Co., The 
Long-Bell Lumber Co., The. 
Louisville Cement Co., Incorporated 
Ludowici-Celadon Company. 
Lupton's Sons Co., David.. 

Lutton Company, Inc., Wm. 


Macbeth-Evans Glass Co.. 
McKinney Manufacturing Co 
Modern Bronze Store Front Co. 
Mullins Manufacturing Corp.. 
Murphy Varnish Company... 


General Electric Company..... 
General Refrigeration Company. 


Huge Simplex Boiler Romney 
man Specialty Company, Inc. 
Home uen Company. 
Housing Compa: 

Hubbel 


Imperial Brass Mfg. Co., 
Insulite Company, The 
International Nickel Company, 


pie Manufacturing Company 
enkins Bros. ...... 
ERA Corp: 

ohnson Co, S. T. 


Kalman Steel Company. 
Kerner Incinerator Co. 
Kewanee Boiler Corporation. 
Kewanee Private Utilities Co. 
Kohler Co. serre 


Maddock's Sons Co., Thos. 


Master Builders Company, ear 


Oil Burner Corporation. . 
ra Radiator Corporation. 
ian n Corrugating Company. 

Minwax Company, T 

Modine Manufacturing Company. 
Moulding Ei Toy ae 
Mueller Co. . 


Nash Engineering Co., The. 

National Electric Products 

National reno cap Company, 

National Lumber numus Asso- 
ciation 

National Radiator Corporation. 

National Tube Company 

Nelson Corporation, The Herman.. 169, 

North Western Expanded Metal Co.. 


Otis Elevator Company 


Peerless Unit Ventilation Co. 
Pfaudler Company, The.. 
Pick-Barth Companies, The 


ADVERTISING ANNOUNCEMENTS 


Nashville Hdw. Flooring C 
National Lead Company... 
National Terra Cotta Society. 
Newcomb Mfg. Company, F. J 


Orange Screen Company 


Pardee Works, The C. 
Pecora Paint Co. 


Tam Sdn Cor; 
Reeves Co., Ri [As d 
Ritter Lumber Company, 
Roddis Lumber & Veneer C 
Rolscreen Company. 
Ruasell & Erwin Mfg. 


Sargent & Company. 
Shanklin Manufactu: S Co. 
Sheldon Slate Co., F. 
Sherwin-Williams 

Stedman Products Company. 
Stewart Hartshorn Co.. 
Stone & Webster, Inc.. 


Tennessee Oak Flooring € 
"Thomas, 

Thorp & Co., 

Todhunter, Inc.. 

Truscon Steel Company 
Tuttle & Bailey Mfg. Co.. 


U. S, Gutta Percha Paint Co.... 


Western Pine Manufacturers Association 
Westinghouse Electric & E Mauuticaeing 


Co. 
Wheeler Osgood Company, The 
“White” Door Bed Company, The.. 
Wickwire Spencer Steel Co... 
Wilson Corporation, The J. G. 


Zenitherm Company, Inc. 
Zouri Drawn Metals Company 


Business 


Radio Corporation of America 
Rail Steel Bar Association. . 
Raymond Concrete Pile Company. 
Reading Iron Company. 
Receivador Sales Co... 

Republic Jron & Steel Co. 
Richards Wilcox Mfg. Co 
Rome Brass Radiator Corp 


Sarco Co., Inc. 

Sedgwick Machine Works 
Servel Sales, Inc.. 
Sonneborn Sons, Inc., 
Speakman Company .. 
Spencer Heater ADU 
Standard Conveyer Company 


Structural Clay Tile  Associatio; 
Structural Cann Corporatio 
Sturtevant Co., a 


Taco Heaters, Inc. 

Toch Brothers . 

Trane Co., The. 

Trenton Potteries Company. The 
Troy Laundry Machinery Co., Inc. 
Truseon Steel Company 


United Metal Products Co. The.. 
United States Gypsum Company 
U. S. Mineral Wool Company.. 


Van Range Co, The John 
Vonnegut Hardware Co.. 
Vortex Manufacturing Co., The 


Wasmuth-Endicott Company. 
Westinghouse Electric Mai 
Company ... 
Weyerhaeuser Fi 
Wickwire Spencer Steel Co. 
Meis Oil-O-Matic Heatin; 
ion . 
Wood Conversion Company 
York Ice Machinery Corporation 
Youngstown Sheet & Tube Co., T! 
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Balsam-Wool isa guaranteed 
Weyerhaeuser product—a 
blanket of fluffy wood fibre 
that looks and acts like 
sheep's wool Itis TRUE In- 
sulation—keeping the house 
warm in winter and coolin 
summer—because it is— 


FLEXIBLE-THICK 
EFFICIENT 
WINDPROOF 
WATERPROOF 
FIRE RESISTANT 
VERMIN PROOF 
LIGHT WEIGHT 
PERMANENT 


No Heating Equipment 
is complete without thick, 
flexible house insulation 


OO often house heating is thought of 

in terms of boiler size and feet of radia- 
tion—terms of heat making and distribution 
only. Insufficient consideration is given to heat 
saving. Walls and roof are often left unpro- 
tected against a heat leakage of as muchas35%, 
and the heating system is said to be modern. 


Modern heating equipment includes walls 
and roof made heat-tight with a full inch 
blanketing of Balsam-Wool. Such blanketing 
does three important things: First, it saves 
25% of the radiation otherwise required. 
Second, it saves from 25% to 40% of the 
annual fuel bill. Third, it provides uniform 
temperatures and real comfort in both win- 
ter and summer. 


Balsam-Wool is flexible. It fits snugly be- 
tween joists and rafters. It tucks into corners 
and odd shaped places. It caulks cracks and 
spaces around window and door frames. It 
seals as only flexible insulation can. Thus it 
is true insulation. 


When considering heating equipment con- 
sider Balsam-Wool. Investigate before heat- 
ing or insulation specifications are written. 
Let us send you a sample and technical data 
and answer your questions, 


WOOD CONVERSION COMPANY 
CLOQUET, MINNESOTA 


Makers of Balsam-Wool, the Flexible Insulating 
Blanket. Also Makersof Nu-Wood—the All 
Wood Insulating Wall Board and Lath 
Sales Offices: New York, 101 Park Ave,—Detroit, 515 Stephenson 
Bldg.—Chicago, 360 N. Michigan Ave.—Minneapolis, Baker Bldg. 
Kansas City, 231 W. 47th St.—Seattle, 621 Liggett Bldg. 


SOLD THROUGH RETAIL LUMBER DEALERS 
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(G AND BUSINESS 


Part Two 


Office in N. W. AYER Bldg 
Philadelphia 
Ralph B. Bencker, Architect 


William M. Anderson 
Heating Contractor 


~ 
14 
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29-30 Radiators 


— — 


In d Office Building? 


ECAUSE this office building must be 

modern in all equipment; must be mod- 

ern because it was built to house a modern 

business, the advertising agency of the great 

N. W. Ayer and Company, ROBRAS 20-20 
Radiators were used, 


In modern building, old-fashioned radi- 
ators are no more to be tolerated than gas 
for lighting. With these ROBRAS 20-20 
Radiators in-the-wall, out-of-the-way, it is 
possible to get more square feet of heating 
surface in any given space than has ever before 
been possible. That is because the brass sec- 


tions can be assembled in so many variably 
shaped formations. 


For instance, ROBRAS 20-20 Radiators 
can be used in recesses as little as 2!" deep 
and from 18" to 70" in length. They can be 
set up in one or two tiers as many sections 
deep as the space allows. They are assembled 
at our factory to fit any spaces your plans 
show as available. They are then shipped to 
the job ready for the heating contractor to 
install. 


For further information, consult Sweets 
Catalog, your A.I.A. File No. 30-c-4, or send 
for Engineering Data Sheet. 


CORPORATION 
ONE EAST FORTY-SECOND STREET 


* * r 


ROME BRASS RADIATOR 


NEW YORK CITY 


Pre-Set Selective Theater Switchboard Installed 

in Keith's Rochester Theater, Rochester, N. Y. 

Architect: A. H. Graven, Chicago. 

Electrical Contractors: Fishback & Moore, 
New York City. 


FLIP 
the SWITCH 


--and the show is on 


ESTINGHOUSE has a type of theater switchboard for every 
class of production. Seven distinct types, from the Multi-Pre-Set 
to the smallest manual tumbler-switch type, are fully developed. 


In legitimate theaters, motion picture theaters, in lodges, schools, 
auditoriums and other places where lighting effects can be set in ad- 
vance, Westinghouse theater switchboards will serve to coordinate the 
lighting effects, enhancing the effectiveness of the production. 


The new edition of Circular 1702 fully describes the complete 
line of Westinghouse Theater Switchboards, including typical 
specifications. Obtain a copy of this publication from the 
nearest Westinghouse office. 


WESTINGHOUSE ELECTRIC & MANUFACTURING COMPANY 
BROOKLYN WORKS BROOKLYN, N. Y. 
SALES OFFICES IN ALL PRINCIPAL CITIES OF THE UNITED STATES AND FOREIGN COUNTRIES 


Products for Theaters include: 


Capacitors Lighting Equipment | Panelboards 
Elevators xterior and Interior, z 
Fans Mazda Lamps Safety Switches 


Floodlights Motors and Control Transformers 
Fuses Motor-Generator Sets Theater Switchboards 


MODERN HEATING 


FOR A 


MODERN BUILDING 


THE NEW 
TAMMANY 
‘ HALL 


UNION SQUARE AND 17th ST., 
NEW YORK, N. Y. THOMPSON 
HOLMES & CONVERSE, ARCHI- 
TECTS. WM. J. OLVANY, INC., 
HEATING CONTRACTORS. 


IDEAL GAS 
BOILERS The planning of a modern building pre- 
sents many interesting problems to the 
made by progressive architect . . . . Heating with 


Ideal Gas Boilers opens up new possibili- 
AMERICAN RADIATOR 
COMPANY 


ties in the utilization of valuable space 
otherwise required for fuel storage, fuel 
distributed by handling, and ash disposal . .. Tammany Hall 
isjust one of the many modern buildings using 


Ideal Gas Boilers st There is an Ideal Gas 


Boiler for each heating need, whether for 


| AMERICAN GAS 
| PRODUCTS CORP. 


376 LAFAYETTE STREET 


NEW YORK, N. Y. a modest home or a towering skyscraper. 


